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J.J. Newberry Co., Peabody Shopping Center, Peabody, Massachusetts 
Architect: John Graham & Company, New York, New York 


Vineet < floors serve J. J. Newberry, Co. 


More and more architects across the nation are specifying Vina-Lux vinyl asbestos tile because... 


It's an honest product skillfully made by men dedicated to quality. 
It’s a vinyl flooring reinforced with asbestos fiber — stable, durable 
and attractive. 

It’s available throughout the United States through responsible outlets. 


It’s made by a company earnestly trying to serve the architect with 
constantly improved products that solve architectural floor problems. 


Finally, Vina-Lux performance is guaranteed by its maker. 


For complete specification data and color chart, consult Sweet's Architectural File or write us. 


AZROCK FLOOR PRODUCTS DIVISION 
Specialists in the manufacture of vinyl asbestos tile and asphalt tile flooring 
UVALDE ROCK ASPHALT CO. ¢ 506A FROST BANK BLDG. « SAN ANTONIO, TEXAS 


Aj 
€ 
A 
a : 
4 


GLASS as a creative tool 


From glass, the architect can create new 
forms, new textures and new colors in a 
building. Glass offers new avenues of ex- 
pression to the creative designer. But 
glass is as functional as it is beautiful. It 
has superior corrosion resistance. It defies 
harsh chemical or industrial atmospheres, 
so what is new today will look just as new 
for generations. Glass can insulate, in the 
hottest or coldest climates, and filter or 
admit the brightest sunlight. These are 
the tools the designer works with when he 
builds with glass. 


Pittsburgh Plate Glass Company offers to 
the architect the services of a trained staff 
of Architectural Representatives. These 
men are entirely familiar with the many 
uses of glass as it applies to building. They 
are also constantly abreast of the many 
new uses of glass being developed by PPG. 
One of our Architectural Representatives 
will soon be calling on you, to see if there 
is any way he can work with you in the 
bright new world of glass architecture. 
(See Sweet’s Architectural File—Section 
7/a/PI.) 


Pittsburgh Plate Glass Company 


Paints Glass Chemicals Fiber Glass 
In Canada: Canadian Pittsburgh Industries Limited 
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SAFEGUARD 


YOUR 


REPUTATION, 


Members of the FTI protect 
your reputation as well as their 
own by means of an enlightened 
program of quality control, and 
aggressive pursuit of improve- 
ment in structural glazed and 
unglazed facing tile. 


Through standardization of col- 
ors, shapes and sizes, through 
cooperation with the Modular 
Building Standards Association, 
through provision of product in- 
formation (including precise 
descriptions of physical prop- 
erties, performance character- 
istics, and specifications), these 
responsible manufacturers save 
you planning time .. . help 
minimize installation time and 
waste. 


By means of continual testing, 
rigid quality control is main- 
tained. By means of research, 
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PRODUCTS 
MEMBERS 


TI 


STRUCT 


FACING TILE 
INSTITUTE 2 


F.T.1. MEMBERSHIP: 


Charleston Clay Products Company 
Charleston 22, West Virginia 
McNees-Kittanning Company 
Kittanning, Pennsylvania 
Metropolitan Brick, Inc. 
Canton 2, Ohio 
Natco Corporation 
Pittsburgh 22, Pennsylvania 
Stark Ceramics, Inc. 
Canton 1, Ohio 
West Virginia Brick Company 
Charleston 24, West Virginia 


quality is improved and new 
architectural needs are met. In- 


FACING TILE INSTITUTE 


1520 18th Street, N.W., Washington 6, D. C. 
Beauty Sanitation « Low Maintenance ¢ Structural Stability ¢ Color Range © Thru-the-wall * Modular « Flexibility 


stitute engineers offer technical 
aid, help solve design installation 
problems. Increased production 
by Institute members meets job 
schedules and design needs. 


Only members of the FTI under- 
write the costs of this construc- 
tive program; only members of 
the FTI support this long-range 
point of view that helps archi- 
tects perform efficiently, enables 
the building industry to deliver 
the best possible end product. 
Only members of the FTI merit 
your support. 


For further information, contact 
the Facing Tile Institute or the 
sales offices of the member com- 
panies listed above. In the in- 
terest of better facing tile con- 
struction, these companies have 
contributed to this advertise- 
ment. 
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it takes Dur-o-wal to keep them alike! 


Two masonry walls: They can be 
twins in surface charm and solid- 
ity. Yet, one can be the better 
building investment —free of 
maintenance problems for impor- 
tant extra years. That’s the one 
built with Dur-o-wal, the original 
steel masonry wall reinforcement. 

A wall reinforced every second 
course with Standard Weight 
Dur-o-wal has 71 per cent greater 


flexural strength than its unrein- 
forced counterpart. 

With its trussed design, butt- 
welded construction, scientifically 
deformed rods, Dur-o-wal is con- 
sidered the most practical thing 
of its kind by builders everywhere. 
Nationally wanted, Dur-o-wal is 
nationally distributed. Wherever 
you build a masonry wall, you can 
get Dur-o-wal. 


DuR-O-waL 


Masonry Wall Reinforcement and Rapid Control Joints 


RIGID BACKBONE OF STEEL FOR EVERY MASONRY WALL 


DUR-O-WAL MANUFACTURING PLANTS 
©@ Dur-O-wal Div., Cedar Rapids Block Co., CEDAR RAPIDS, IA. © Dur-O-wal of Iil., 260 S. Highland Ave., AURORA, ILL. 


®@ Dur-O-wal Prod., inc., Box 628, SYRACUSE, WN. Y. 


©@ Dur-O-wal Prod. of Ala., inc., Box 5446, BIRMINGHAM, ALA, 


© Dur-O-wal Div., Frontier Mfg. Co., Box 49, PHOENIX, ARIZ. © Dur-O-wal of Colorado, 29th and Court St., PUEBLO, COLO, 
Dur-O-wal Prod., inc., 4500 E. Lombard St., BALTIMORE, MD. Dur-O-wal Inc., 1678 Norwood Ave., TOLEDO, OHIO 
@ Dur-O-wal Ltd., 352 Mac Nab St. North, Postal Station B, HAMILTON, ONTARIO, CANADA 


Two engineered products that meet a need. 
Dur-o-wal reinforcement, shown above,and Rapid 


Control Joints, below. Weatherproof neoprene 
flanges on the latter flex with the joint, simplify 
the caulking problem 
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Architects and Engineers 


EDITOR, Journal of the AIA: 

Although somewhat late, I would like to comment 
on the letter from Mr H. J. Campbell, P.E., published 
in the June issue. 

Mr Campbell, being licensed in N. Y. State, must 
know that our laws prohibit an engineer from using 
the term “architectural” in his title. (Likewise, archi- 
tects may not use the word “engineer.”) I sympathize 
with his objections to the title “Building Engineer” 
and suggest continued use of the prefixed titles 
“Structural,” “Mechanical,” or, the legal title, “Pro- 
fessional Engineer” which would immediately dis- 
tinguish him from the many quacks who call them- 
selves “manufacturers and engineers,” etc. 

As an architect, I have the greatest respect for 
those engineers who, like Mr Campbell, act as con- 
sultants or who confine their practices to strictly 
engineering problems. I can not, however, extend 
this feeling to those engineers who attempt to prac- 
tice architecture and emasculate both professions. 

Even though I have no substantiating figures, I 
am inclined to agree with Mr Campbell that there 
are far more Professional Engineers than Registered 
Architects. However, I believe that a much greater 
percentage of Registered Architects have their own 
practices than do the Engineers so that any directory 
will list more Architects than Engineers. 

LEON ROSENTHAL 
Babylon, N. Y. 


Book Supplement Praised 


EDITOR, Journal of the AIA: 

Just a note to tell you how pleased I was to see 
the November issue of the Journal . . . because the 
entire Book Supplement is so excellent in its typo- 
graphy and format and general organization. It 
certainly sets a remarkable standard for a profes- 
sional periodical and for the first time I feel that we 
have something to match the one set by the Town 
Planning Review of Liverpool. 

ROBERT C. WEINBERG 
New York, N. Y. 


EDITOR, Journal of the AIA: 

Every time you run something by Henry S. 
Churchill (November, 1960) I am transported, first 
by delight with his writing, and later by rage and 
envy that I can’t write as well. The Book Supplement 
was elegant. 

HELEN CADY, EDITOR 
Pasadena Bulletin 


EpiToR, Journal of the AIA: 
I write to express my appreciation for the quality 

of the current issue of the Journal. Feeling that the 

Journal has become a really significant publication, 

I am taking steps to make it regularly available to 

the President of our University and to others who 

will find it of great interest. 

SAM T. HURST, DEAN 

School of Architecture and the Arts 

Auburn University 


Copyism vs. Creativeness 


EDITOR, Journal of the AIA: 

As for your page in the September issue (“The 
Editor’s Page”), I admit that without the “deplorable 
trend to copyism” independent thinking would prob- 
ably prevail; but the question is—with what results? 
The talented will not copy. He will be inspired. Only 
the less talented does copy work and this is better 
for the community than if he would “create.” 

Furthermore, development of a style is unthinkable 
unless we grant a space in our creative work for 
accepting others’ ideas. If the invention of the camera 
promotes communication of architectural ideas it 
promotes also the development of the style for our 
age. For the gothic style, centuries were necessary; 
for our modern style, only decades. 

I enjoy reading your Journal more than any other 
architectural magazine . . . yours is a good example 
of a periodical to be read and not only looked at. 

EUGENE PADANYI-GULYAS 
Billings, Montana 


Somebody Was Listening 


EDITOR, Journal of the AIA: 

I read with great interest the editorial comment in 
the Allied Arts column of the November issue of the 
AIA Journal. 

Essentially, I agree completely with your position 
and with the contention that American consumers, 
consciously or otherwise, have been seeking good 
design and finding it, not in American products, but 
in the imports from Italian, French, German and 
Swedish sources, and even occasionally from the 
Japanese. 

I would take issue with you, however, when you 
attribute this, to a large extent, to “the advertising 
boys” and their shrill and gaudy presentations. I think 
you'll find many serious advertising art directors and 
designers who have attempted to exert a real influence 
on product design as far as they were able to go, 
and who have decried the “shrill and gaudy” in terms 
far more derogatory than those you have used. 

I think you ascribe to the advertising profession, 
if you can call it that, far more influence on product 
design than it actually has. Would that it were so! 

However, you are certainly on the right track in 
your plea for a renaissance in the good you find in 
contemporary American design. More power to you! 
Yes, somebody is listening. 

G. ROBERT RUFF 
David W. Evans & Associates 
Salt Lake City, Utah 
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give your clients better 


wooD WINDOW UNITS 


precision-assembled at the factory with 


MONARCH METAL WEATHERSTRIP 


While the problem of radiation at windows and doors is best solved through 
the superior insulating properties of wood units, the other factors of infil- 
tration and exfiltration involved in the control of indoor climate can be 
adequately met only by weatherstrip properly designed and applied. 


However, the many brands of weatherstripped wood window and door 
assemblies now available vary widely as satisfactory retardants against 
dirt, wind and water seepage. To overcome this difficulty and to provide 
uniformly superior protection, Monarch collaborates with the leading mill- 
work manufacturers in designing weatherstrip specifically for their window 
and door units. These completely integrated assemblies are the answer to 
better indoor climate control. 

Specify that ‘“‘wood window and exterior door units shall be assembled and 
equipped at the factory with Monarch metal weatherstrip.’’ At the same 
time you will be specifying the finest quality the industry produces. 


Monarch produces only weatherstrip for leading window and door manufacturers and jobbers. 


World's Largest Exclusive Weatherstrip Manufacturer x 
METAL WEATHERSTRIP CORPORATION * 
6333 Etzel Avenue + St. Louis 33, Missouri 
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News 


JOURNAL 


UIA Program 

American architects are urged to attend the 
Sixth Congress of the International Union of 
Architects set for July 3-7, in London. 

Even though you'll be charged a small extra 
fee for registering after January 1, the provisional 
program just released for the Congress would 
seem to make it all worth while. Indications are 
that the Congress will be the largest ever held, 
with at least 1,500 persons expected to enroll 
from fifty countries to discuss the theme, “New 
Techniques and Materials—Their Impact on Ar- 
chitecture.” 

Three papers, contributed by Henry-Russell 
Hitchcock, Pier Luigi Nervi and Jerzy Hrynie- 
wiecki, together with contributions from all the 
national sections, will form the documents for 
discussion. After the opening session on July 3, 
the Congress will split into three working groups, 
each of which will discuss each of the papers in 
turn. 

An international exhibition on the theme of 
the Congress will be held close to the Royal 
Festival Hall where the plenary sessions will be 
held. The exhibition will be divided into two sec- 
tions: The Architecture of Technology in the 
Twentieth Century, and Tools to Conquer Na- 
ture. An international book exhibition and an in- 
ternational students’ exhibition of designs for a 
mobile theatre will be housed in the same build- 
ing. An exhibition of contemporary British ar- 
chitecture is also being arranged by RIBA and 
the Arts Council of Great Britain. 

Information and application forms may be 
obtained by writing to the Public Information De- 
partment, AIA, at the Octagon. 


Philadelphian Honored 


Harold Donaldson Eberlein, a name familiar to 
many watchdogs of preservation, recently received 
an unprecedented tribute from the Philadelphia 
City Council on the occasion of his eighty-fifth 
birthday—a resolution extending to him the Coun- 
cil’s felicitations and honor. The resolution spoke 
of his “dedicated career in which he enriched the 
cultural life of Philadelphia through his varied 
talents as historian, biographer and antiquarian.” 


Eberlein will be remembered by many for his 
many books, among them “Portrait of a Colonial 
City” and “The Diary of Independence Hall,” as 
well as his many articles contributed to major 
American magazines throughout his lifetime. He 
is a member of the Advisory Board of the govern- 
ment’s Historic American Buildings Survey, and 
as such has spoken up long and loud in efforts to 
preserve historic shrines and houses over the 
country. 

It is gratifying to note that the City Council of 
a major American city has paused to remember 
this man, for without his work, and the work of 
others equally as dedicated to preserving our herit- 
age, many of the antiquities we now enjoy would 
not be in existence. 


Second Edition, Building Products Register 

Six new product categories will be included in 
the second edition of the AIA’s Building Prod- 
ucts Register due to come off the presses in June, 
bringing to over 1300 the product listings in- 
cluded in the book under eighteen main cate- 
gories. 

Designed to present technical data needed for 
adequate preselection of building materials for 
architects, engineers and builders, the Register 
has met with outstanding success since its first 
printing last year. To date, more than 2,500 
books are in use. 

Impartial and factual, the Register seeks to 
promote better use of products through knowl- 
edge of their significant characteristics. Products 
listed are classified according to type by category 
and sub-category, described as fully and accu- 
rately as possible from data supplied by the man- 
ufacturers and identified with applicable stand- 
ards. 

More information regarding the Building Prod- 
ucts Register may be secured by writing directly 
to the Institute. 


Chapter Presents Gift 


The Florida South Chapter of The American 
Institute of Architects has presented to the De- 
partment of Architecture, University of Florida, 
for the third consecutive year a gift of $1,000 as 
an Architectural Enrichment Fund. The chapter 
President, C. Robert Abele, presented the check 
to Professor James T. Lendrum, head of the de- 
partment, at the banquet of the forty-first Con- 
vention of the Florida Association of Architects 
held at Hollywood in November. 

During the past year, a similar gift was used to 
expand the architectural holdings of the library 
of the College of Architecture and Fine Arts. 
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Nal TREATMENT 
OR PRE-CAST TREADS 
STAIR RAIL MOUNTINGS 


ABOVE TRIM AVAILABLE 
FOR ALL BLUMCRAFT POSTS 


| WITH BUILT-IN STEEL 
q ANCHOR ASSEMBLY 


VA 


(*) EMPIRE SAVINGS AND LOAN 
DENVER, COLORADO 


Successful use of this finish requires aggregates 
on which architects may rely for color, for struc- 
tural and bonding strength and for impermea- 
bility. 

The cost of exposed aggregate is but a small 
percentage of the cost per square foot of the 
finished ——. Still, it is just as important to 
specify clearly what aggregates the architect is 
entitled to have in the work, as it is to see that 
the work is done by reliable manufactures. 


Colonna and Company of Colorado has been 
crushing Suprema Aggregates in the heart of 
the Colorado Rockies for 25 years. For the 
= 7 years it has specialized in crushing the 
ollowing: 

Suprema Flamingo Quartz 

Suprema Siskin Green 

Suprema Black Obsidian 

Suprema Milky White 

Suprema Blue Granite 

Suprema Pink Granite 

Suprema Light Gray Granite 


Recent installations in which Suprema Exposed Aggre- 

gates have been used are: 

(*) Empire Savings and Loan, Denver, Colorado 
Arhcitect: Ray H. Ervin & Assoc., Denver, Colorado 
Mfg. by: Mack Pre-Cast Products Co., 

Adams City, Colorado 

Aggregate: Suprema (oversize) Green Quartz 
Wayne State University, College of Education, 
Detroit, Mich. 

Architect: Minoru Yamasaki & Associates, 
Birmingham, Mich. 

Mfg. by: Aggregate Surfaces, Inc., Dearborn, Mich. 


For further information and samples, write to: 


COLON NA & COMPANY OF COLORADO, INC. 


CANON CITY, COLORADO 


| 
| 


NewWS oom 


The Journal Wins An Award 


The Journal takes a bow on these pages this 
month with the announcement that it has been 
awarded a Certificate of Merit in the “Outstanding 
Single Issue” class, institutional and professional 
magazines, in /ndustrial Marketing's Twenty-Sec- 
ond Annual Editorial Achievement Competition 
for Business Publications. The issue winning the 
award in the national competition was the Janu- 
ary architect-homebuilder issue. 

According to Industrial Marketing, more than 
703 business publications vied for the honors of 
recognition of editorial merit. 

Henry C. Silldorff, Chairman of the Board of 
the G. M. Basford Company and one of the 
judges in the competition, was the principal 
speaker at an awards luncheon at the Waldorf- 
Astoria Hotel when the Certificate was presented 
to Editor Joseph Watterson. 


New Award 


The J. and G. Daverman Company, Grand 
Rapids architectural, engineering and planning 
firm, has instituted an annual $1,000 award to an 
outstanding senior or graduate architectural stu- 
dent, or young practicing architect, according to 
Dean Philip N. Youtz of the University of Michi- 
gan College of Architecture and Design. 

The Daverman Honor Award in Architecture 
will enable the recipient to do graduate work in a 
related field such as design, planning structures, 
mechanical equipment, research and landscaping, 
Dean Youtz reports. 

Purpose of the award is to raise the professional 
level of the architectural field. The criterion to be 
followed in selecting a candidate will be his ability 
to make an outstanding contribution to the pro- 
fession. 

“The unique feature about this proposed fellow- 
ship is that its purpose is to benefit the profession,” 
Dean Youtz says. “Practicing architects have an 
unusually difficult role to perform, and I would 
like to think that we may be able to find students 
capable of helping us to cope with some of the 
pressing problems involved in architectural de- 
sign.” 

The first award will be made at the close of the 
1960-61 school year. Details of the nominating 
procedure will be determined at a later date. 
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T-STEEL — New! Galvanized. For clear spans 
to 32’'0”. Adaptable to acoustical and flush, 
luminous ceiling treatments. Provides superior 
diaphragm to transmit seismic and wind loads. 


Ceiling Treatments with T-Steel Deck 


Standard Tile or Board 


Light Diffuser 


Surface-Mounted Fixture 


1%" 


TYPE B ACOUSTIDECK — For pur- 
lin spacings from 6’ to 10’. Uses min- 
imum of 1” rigid insulation board. 


Lath-and-Plaster Fireproofing 


TYPE C ACOUSTIDECK — For pur- 
lin spacings from 10’ to 20’. Uses 
minimum of 144” rigid insulation 
board. 


ATLANTA, BALTIMORE, BUFFALO, CHICAGO, CINCINNATI, CLEVELAND, DALLAS, DENVER, DETROIT, KANSAS CITY, LOS ANGELES, MILWAUKEE, MINNEAPOLIS, NEW ORLEANS, NEW YORK, ST. LOUIS 


Complete structural systems that broaden your 
latitude in planning ceilings, lighting, acoustics 
—within realistic budget boundaries 


Acoustideck for gymnasiums, other 
e activity areas 
Combines steel roof deck and acoustical ceiling with 
Noise Reduction Coefficient of .70. 

Erected fast in any weather that a man can work. In- 
teresting ribbed underside provides an attractive ceiling. 
New Inland T-Steel Roof Deck for 

clear-ceiling classrooms 
Especially suitable over classrooms of 26’ to 32’ spans 


—or other areas where you want an attractive unbroken 
ceiling surface. 


You can use various types of acoustical tile — provide 
a flush, luminous ceiling — or leave the underside ex- 
posed and painted. 

Write for catalogs 240, 241, and 246 or see Sweet’s, sec- 
tions 2c/Inl and 1la/In. Inland Steel Products Com- 
pany has trained sales engineers capable of giving you 
the benefit of their diversified experience on specific 
problems. Write or call your nearest Inland office. 


member of the 
steel family 


ENGINEERED PRODUCTS DIVISION 


INLAND STEEL 


PRODUCTS COMPANY 
Dept. J, 4127 West Burnham Street, Milwaukee 1, Wisconsin 
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ALA JOURNAL 


ELECTRIC 


HOT WATER HEAT 


PRECISION 


ELECTRIC HOT WATER HEATING BOILER 


COMPLETE UNIT READY FOR INSTALLATION 
with circulation hot water 
chiller for year-round air co: 


CONVERSION EASILY ACCOMPLISHED 

where other type fuels now used. Suited for 
home, churches, motels, apartments, hotels, 
hospitals, commercial buildings, swimming pools, 
snow melting and domestic hot water for large 
users. Temperature range — 60 to 250 degrees. 
Equipped with Sequence and Proportional Con- 
trols when desired. 


em and water 
itioning. 


© Every unit tested and inspected 40,448 to 2,500,000 B.T.U. 
Output. 


© All Boilers meet the of the ASME Boiler 

and Pressure Vessel Code. Natl Board approved. 

No chimney! No odors! No flame! No ducts! No noise! 
Write for complete 


specifications and prices 


corporation 
400-AIA NORTH FIRST STREET 
NASHVILLE 7, TENNESSEE 


CISION parts 


NeWS 


Two Awards 

In memory of the first two presidents of the 
International Union of Architects, that organiza- 
tion has announced the Auguste Perret and the ' 
Sir Patrick Abercrombie Awards. The awards 
consist of a diploma conferred every two years. 

In establishing these rewards, UIA has stated 
that they are not to go to a person who has al- 
ready attained wide recognition, but will be given 
to younger persons to encourage merits, talents 
or actions on an international scale in the field 
of architecture, town planning, criticism, educa- 
tion and international collaboration on a profes- 
sional scale. 

Candidates must be submitted by UIA National 
Sections or by architectural associations, and it is 
stipulated that a Section may propose any candi- 
date whatever his nationality and residence may 
be. 

Papers for the award must be sent by March 1 
to the Secretary General of the International 
Union of Architects, 15 quai Malaquais, Paris, 
France. 


Reynolds Prize for Students 

Creation of a Reynolds Aluminum Prize for 
Architectural Students, with a top award of 
$5,000 to be divided equally between the win- 
ning student and his school, has been announced 
by The American Institute of Architects. The 
prize will be administered by the AIA under a 
program sponsored by Reynolds Metals Com- 
pany. 

Under the program a $200 prize will be 
awarded to the student in each participating col- 
lege of architecture who submits the best origi- 
nal design for any type of building component 
in aluminum. Each school will handle its own 
judging in any way it chooses. Participants must 
be third year, fourth year or graduate students. 

The winning design from each school of archi- 
tecture will be judged by a jury of three dis- 
tinguished architects chosen by the AIA. 

For the initial year’s program, each school 
must complete its judging by February 1, 1961, 
with winning designs to be submitted to the AIA 
by February 13, 1961, for the national competi- 
tion. The national prize will be awarded at the 
AIA Student Convention in April, 1961, in Phila- 
delphia. 

To date thirty-three schools of architecture have 
given formal notice of participation in the prize 


program. 
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You'll never sce 


hidden beauty 


The Stuart Company. Pasadena, California - 


this AIA award winner 


Time Magazine—March 31, 1958 


SEE OUR 
CATALOG IN 
SWEET'S 


K-LATH the galvanized, electrically welded, heavy 
gauge steel paperbacked lath was used exclusively as 
plaster backing to preserve and protect the unexcelled 
beauty of The Stuart Company interior walls, ceilings 
and exterior soffits 


K-LATH is 75% stronger (certified tests available on 
request) applies faster mechanically—plasters faster 
mechanically —for the lowest cost walls and ceilings 


Rust-proof galvanized K-LATH will never bleed 
through plaster and resists cracking even in earth- 
quakes. To make sure the hidden beauty and strength 
you design in each building will always be there 
specify K-LATH 


FACTORIES: 

Monrovia, California 

San Francisco, California 

New Orleans, Louisiana 

Sold through building materials dealers and distributors. 


fi 
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om K-LATH is approved by the Uniform Code, State, County, Federal Government Building and Safety Departments. a. 
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Heart of the System is 
the Book of Instructions, 
available with each of the Offers; 
or sold separately 

at $5.00 per copy. In it are 

all the necessary instructions, 
along with samples 

of most of the forms, 
filled out as examples. 


The System can be purchased 
in three separate Offers. 

Each contains a year’s supply 
of forms. Full information 

on the contents 

of each Offer, 

and prices of individual forms, 
may be obtained upon request. 


@ OFFER NUMBER ONE 


Includes Instructions, 
Accounting Forms, 
Owner-Contractor Forms, 
Binders. 

$47.00 


@ OFFER NUMBER TWO 


Includes Instructions, 

Accounting Forms, 

Owner-Contractor Forms. 
$31.50 


@ OFFER NUMBER THREE 


Includes Instructions, 
Accounting Forms. 
$22.50 


Direct inquiries to: 
The American Institute of Architects 
1735 New York Avenue, N. W., 

Washington 6, D. C. 


From THE AMERICAN INSTITUTE OF ARCHITECTS 
1735 New York Avenue N. W., Washington 6, D. C. 


An Accounting System designed for your office... 


Four years of intensive research by a Committee of the Institute has resulted in the completion 
of a Cost Accounting System which is adapted to the special needs of architectural offices. 


SropTo BE 
REMOVABLE AT 


of 
_€06€ oF 


«TRANSOM BAR SECTIOC. 


CONSTRUCTION DETAILS 
for LCN Overhead Concealed Door Closer Shown on Opposite Page 
The LCN Series 200 Closer’s Main Points: 

1. Efficient, full rack-and-pinion, two-speed control of 

the door 
2. Mechanism entirely concealed; arm disappears into 
door stop on closing 


3. Hydraulic back-check prevents door’s being thrown 
open violently to damage walls, furniture, door, 


e hinges, etc. Door may open 180°, jamb permitting 
ay, 4. Hold-open (optional) set at any one of following 
i points: 85°, 90°, 100° or 110° 


5. Easy to regulate without removing any part 
6. Used with either wood or metal doors and frames 


Complete Catalog on Request— No Obligation 
or See Sweet’s 1961, Sec. 18e/Le 


LCN CLOSERS, INC., PRINCETON, ILLINOIS 
Canada: LCN Closers of Canada, Ltd., P.0. Box 100, Port Credit, Ontario 
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FRANK LLOYD WRIGHT, by Vincent Scully, Jr. A concise state- 

ment of the sources from which F. L. W.’s architecture—and the 

images he sought to create—grew. 

MIES VAN DER ROHE, by Arthur Drexler fully explores the 

work of today’s foremost exponent of classicism in architecture 
plified in N. Y.’s Seag Building. 

ANTONIO GAUDI, by George R. Collins. The first extensive 

text in English on this unique, surrealistic Spanish architect. 

ALVAR AALTO. Frederick Gutheim throws new light on the 

humanistic aspects of this great Finnish architect. 

LE CORBUSIER, by Francoise Choay. A revealing interpretation 


MASTERS OF WORLD ARCHITECTURE 


of a figure whose work in both architecture and city planning 
has been felt throughout the world. 

PIER LUIGI NERVI. A clear and readable account by Ada Lovise 
Huxtable of this master’s revolutionary structural techniques. 
WALTER GROPIUS. James Marston Fitch describes the career of 
an architect who is i d as a practitioner, 
educator, and theoveticien. 

LOUIS SULLIVAN. Albert Bush-Brown’s text states how Sullivan 
combined new scientific ideas and technical means with aesthetic 
ideals to become the first truly creative genius of American 
orchitecture. 


OSCAR NIEMEYER. Stamo Papadoki examines the work of the 
controversial South American architect whose most recent com- 
mission was the design of all the mojor buildings of Brazil's new 
capital, Brasilia. 

ERIC MENDELSOHN, by Wolf von Eckardt. Mendelsohn’s be- 
lief that “function without sensibility remains mere construction” 
led to his becoming perhaps the most exuberant of contempo- 
rary architects. 

RICHARD NEUTRA. Esther SCey investigates the full range ot 
Neutra’s experi om his ding private houses 
to comprehensive designs for urban projects. 


11 Vols. in 2 an sannteniieone 7% x 10 Vol. Contains 80 pp. of Illus., a 10,000 Word Text, plus Chronology, Bibliography, and Index. 


Sullivan 


Wright 


Niemeye 


Le Corbusier 


The eleven authoritative volumes that comprise the 
MASTERS OF WORLD ARCHITECTURE are an indispensable 
reference shelf on those architects who have done most 
to determine the major trends of our time. The individual books = 
combine informative analyses with profuse illustrations to 
show the scope of each master’s work and provide answers 


to such questions as: Who is he? Which and where are his i 


most important buildings? How does he fit into the total picture 
of architecture today? If you act now you may have the 
important new MASTERS OF WORLD ARCHITECTURE (published 
at a retail price of $54.50) for the special introductory 

price of $9.95, with membership in The Seven Arts Book Society. 


Mendelsohn | 


> 


the seven arts BOOK society @ 


offers you the opportunity to build what André Malraux described as 


savings. The selections of The Seven Arts Book Society—like those listed below— 


“a museum 
without walls’’—to enrich your home with the finest books on the arts—at substantial 


are all books of permanent value: oversize, richly illustrated volumes with definitive 


texts. Moreover, as a member r you will regularly enjoy savings of 30% and more. 
Why not discover the great advant: of belonging to 
You may begin your membership with the MASTERS | OF WORLD ARCHITECTURE— 


this unique organization today? 


itself a selection of The Seven Arts Book Society, and typical of the kind of books 


members regularly receive— for only $9.95. 


THe SEVEIL ARTS BOOK TH 


215 Park Avenue South, New York 3, N. Y 


You may enter my name as a member and send me all eleven volumes of 
MASTERS OF WORLD ARCHITECTURE for only $9.95 (plus postage and han- 
dling). | agree to take as few as six additional selections in the course of 
my membership. | am to receive each month without charge the attractive 
Seven Arts News containing an extensive review of the forthcoming selec- 
tion and descriptions of all other books available to me at member's prices. 
if ! do not want the selection announced | can return your simple form say- 
ing ‘‘send me nothing,” or use it to order another book from the more than 
100 authoritative volumes offered in the course of a cancel 
my membership at any time after purchasing the six * ead selections. 


RECENT SEVEN ARTS BOOK SOCIETY SELECTIONS 


The Stones of oe Mary McCarthy. 277 pp., 82 x 11, 137 photos. Retail $15.00, 

Member's price $10.9 

Paul Klee, Will if 441 pp. 1134 x 82, 510 Illus. Retail $17.50. 

Member's price $13.50. 

The Treasuries of Contemporary Houses, selected by the agen of Architectural 

Record. 2 vols., boxed 9 x 12, 452 pp., 1000 photographs, plan 

and drawings (8 pp. in full color). Retail $14.50. Member's oiee $11.50. 

Rembrandt, Ludwig Miinz. 934 x 1234. Retail $15.00. Member's price $11.95. 

Space, Time and fepmenen, Sigfried Giedion. 780 pp., 450 Illus. Retail $12.50. 

Member's price $9.50. 

Pablo Picasso, Wilhelm Boeck ont Jaime Sabartés. 524 pp., 82 x 12, 606 Illus. 

Retail $17.50. Member’s price $13 

The Future of Architecture and Te Natural House, both by Frank Lloyd Wright. 

Combined retail price $15.00. Member's price $11.00. 

The Art of India, Lovis Frederic. 426 gravure illus., 9 x 11, 464 pp. Retail $17.50. 
ber’s price $12.95. 


Mr. 
Mrs. 
Miss 
Please print full name 
Address... 
City Zone. State 
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Architecture, USA, im McCallum. 81/2 x 11, 240 pp. 500 illustrations. Retail $13.50. 
Member's price $9.9 

A History of hg ‘Architecture, Jurgen Joedicke. 734 x 10/2, 224 pp., 465 illus. 
Retail $10.00. Member's price $7.95. 


| 
Retail 
$54.50 
| 
ag 


Over 160 Hillyard-Trained 
FLOOR TREATMENT SPECIALISTS 


"On Youn Staff, Not Your Payroll” 


Typically,a HILLYARD “MAINTAINEER®” has more than 
10 years of experience working directly with architects, 
and with institutional administrators, to choose the one 
best treatment for a given floor or floor problem. This field 
experience is supplemented by a continuing program of in- 
service refresher training, where the architect’s problems 
are thoroughly dealt with. Photo shows Maintaineers 
gathered at one such Hillyard Seminar at the Home Office. 


HOW 10 TREAT Ano MAINTAIN ow to treat and 
e@ Recommend treatment for each floor on your boards. _ W000 F LOORS C oncrete FE loors 


e Give you specifications covering treatment, and detailed 
instructions you can give your contractor. 


Let the Hillyard Maintaineer in your area: 


e Serve as your Job Captain during floor clean-up and 
initial treatment. 


e@ Draw up a maintenance program you can recommend 
to your client, to keep beautiful floors beautiful. 


Write for Free Hillyard A.|.A. Numbered Files 
Practical treatment guides with specifica- 


This service is one more reason why, in aie treatments for 
— TERRAZZO, CONCRETE, CERAMIC TILE or RESILIENT FLOORS 


You’ll Finish Ahead 


h 
| IN 
ARCHITECTURAL 
FILE 
— | 
Passaic ST. JOSEPH, MO. San Jose, Calif. 
Branches and Warehouse Stocks in Principal Cities 
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From Armstrong: a giant step in fire-retardant ceilings 


Now, in office buildings, choose from 


two types of fire-retardant Acoustical Fire Guard 


—exclusive new lay-in units or 12” x 12” tiles 


he second floor of the office building on the left 
has the new Armstrong Acoustical Fire Guard 
lay-in ceiling. Below, on the first floor, you see a 
ceiling of Acoustical Fire Guard tile. 
This tile was the first time-design-rated acoustical 
tile. The new lay-in system is another significant de- 
velopment in fire-retardant ceilings. Here is why: 


Exposed grid system 


The Armstrong lay-in ceiling combines the advan- 
tages of the exposed grid suspension system—econ- 
omy and fast installation — with those of a time- 
design-rated acoustical ceiling. 

Like the widely accepted Acoustical Fire Guard 
tile, the new system protects the structural compo- 
nents of a building by resisting the dangerous trans- 
mission of heat from one area to another. This lay- 
in unit — because of its composition — can withstand 
exposure to flames and 2,000 degree heat. Ordinary 
ceiling boards would disintegrate. 


Time-design-rated 


Underwriters’ Laboratories, Inc., has given the new 
system a beam protection rating of three hours. As- 
semblies using bar joist and slab, as well as beam 
and steel floor construction, earned two-hour time- 
design ratings. In areas which require more protec- 
tion, Acoustical Fire Guard tile can be used. It has 
U.L. ratings of up to four hours. 


Saves time and money 


The new lay-in ceiling is more economical than other 
finished ceilings that will provide two- and three- 
hour protection for structural steel. In most cases, 


Armstrong Acoustical Fire Guard tile, in the Classic de- 
sign, was specified for the new Kiplinger Letters Build- 
ing in Prince Georges County, Maryland. Architects 
were Chatelain, Gauger and Nolan, Washington. The 
acoustical contractor was A & P Contractors, Inc., of 
Kensington. 


it will cost even less than ordinary plaster ceilings on 
metal lath. 

And like the tile, it can save builders up to two 
months’ construction time. There is no waiting for 
wet work to dry. This makes it ideal for remodeling 
jobs. Installation can be done during or after office 
hours. 

The Acoustical Fire Guard lay-in ceiling is now 
available in the popular Classic design. A Fissured 
pattern will soon be on the market. There are two 
nominal sizes: 24” x 24” x 5s” and 24” x 48” x 56”, 

For more information about either Acoustical Fire 
Guard tile or lay-in units, call your Armstrong Acous- 
tical Contractor (he’s in the Yellow Pages under 
“Acoustical Ceilings”) or your nearest Armstrong 
District Office. Or write to Armstrong Cork Com- 
pany, 4201 Sage Street, Lancaster, Pennsylvania. 


‘Aymstrong ACOUSTICAL CEILINGS 


First in fire-retardant acoustical ceilings 


Architectural design and 
rendering by Helmut Jacoby 
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UTICA MEMORIAL AUDITORIUM, N. Y.  Archi- 
tects: Gehron & Seltzer, New York City « Associate 
Architect: Frank C. Delle Cese, Utica « Consulting 
Engineer: Dr. Lev Zetlin, New York City « Con- 
tractor: Sovereign Construction Company, Ltd., 
Fort Lee, N. J. « Roof Supporting Structure, Includ- 
ing Cables, Furnished and Erected by Roebling 


stew 
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i TWA HANGAR-MID-CONTINENT INTERNA- 


TIONAL AIRPORT, KANSAS CITY « Designed by 
Burns & McDonnell, Kansas City *¢ Ammann & 
Whitney, Consulting Engineers, New York City 
Contractors: MacDonald-Creighton, St. Louis and 
Nashville « Cables by Roebling 


YALE UNIVERSITY’S—DAVID S. INGALLS ICE 
HOCKEY RINK, NEW HAVEN °* Architect: Eero 
Saarinen and Associates, Bloomfield Hills, Michigan 
Consulting Engineers: Severud-Elstad-Krueger, New 
York City « Contractor: George B. H. Macomber, 
Boston and New Haven « Cables by Roebling 


Hockey, Planes, Buses and Inventories... 
the suspended roof covers them all with 
unobstructed beauty 


The suspended roof beautifully weds aesthetics and 
practicality. This daring and down-to-earth design and 
construction technique has literally “spread its wings” 
over a number of different structures as to the dollars 
and cents benefit of its builders as well as to the delight 
of its observers. 

Terminals, sports arenas and warehouses are cur- 
rently enjoying the unimpeded scope of movement and 
view afforded by the roof that needs no columns. Ma- 
terial, man and events move under the suspended roof 
with an ease heretofore unknown. Trucks can turn, 
planes can be serviced and “every seat in the house” 
is a vantage point under the suspended roof. 


Shown here are a few of the examples of what archi- 
tects and builders are doing with the suspended roof. 
We at Roebling seriously invite your inquiries on any 
phase of the suspended roof or other types of suspen- 
sion systems. Our history includes suspension bridges 
of every description, tramways, guyed towers and ski 
lifts. Any means of communication to Roebling’s Bridge 
Division, Trenton 2, New Jersey, will bring you a 
wealth of material. 


ROE BLING 


Branch Offices in Principal Cities 
John A. Roebling’s Sons Division * The Colorado Fuel and Iron Corporation 
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The RUBEROID Co. Mastic Tile Division announces 
The Third *25.000 


Competition 


to stimulate a major contribution to “long-range 
planning for the medical care facilities in the community”’ 


AWARDS 

Open to All Contestants 
Grand prize 

2nd prize 

3rd prize 

6 Merit Awards of 


Ist prize 
2nd prize 


ELIGIBILITY Open To: 

Registered architects of the U.S.A. 

Architectural assistants to registered architects of U.S.A. 

Students of schools which are members or associate members of 

Collegiate Schools of Architecture as of 1960/61 

NOTE: Special awards for students not successful in general com- 
petition. Students winning a major award will not be con- 
sidered for student awards 

Endorsed by the National Institute for Architectural Education 

Approved by the Committee on Competitions of the American 

Institute of Architects 


JURY 


E. Todd Wheeler, F.A.I.A. 
Chairman AIA Committee 
on Hospitals & Health, 
Chicago, 


Donald S. Nelson, F.A.1L.A. 


Dallas, Texas 


Donald E. Neptune, A.I.A. 


Pasadena, California 


James J. Souder, A.1LA. 
New York, N. Y. 
Raymond Brown 
School of Hospital 
Administration 
University of Chicago 


A. Gordon Lorimer, F.A.1.A. 


Professional Advisor 


The First Annual Competition in 1959 initiated the concept of an 
integrated planned community project premised on “Better Living 
For The Middle Income Family”. 

The Second Annual Competition in 1960 continued the develop- 
ment of this planned community with a program designed to create 
a concept of “Education for Youth and Adult-Recreation For All 
The Family”. 

The Third Annual Competition in 1961 moves to the third step in 
an integrated planned community with the theme “Long-range 
Planning for the Medical Care Facilities in the Community”. 


For a prospectus containing complete details , please send in coupon. 


MATICO FLOOR TILE 


...A& QUALITY PRODUCT OF 
NEW CONCEPT FLOOR TILE WITH POLYMERITE™ 
BUILT-UP ROOFING * ASBESTOS BUILDING PRODUCTS 


The RUBEROID Co., MASTIC TILE DIVISION, A j 
P.O. Box 129 
New York 46, N. Y. 
| intend to enter the Third Annual Design Competition. 

Please send me copies of the program for the 
design competition. 


Name 


Firm or School 
Address 


City Zone State 
Entrants are requested to register prior to May 15, 1961 
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SMITHTOWN JUNIOR-SENIOR HIGH SCHOOL, SMITHTOWN, N. Y. 


Ketchum and Sharp, Architects 


Full daylight, controlled fresh-air ventilation and a 
relaxing out-door view are some of the benefits of 
fully glazed window walls for school classrooms. The 
perfect adaptability of Hope’s Custom Window Wall 
units to such uses is well illustrated in this building 
where they completely occupy the gable ends under 
the folded-plate roof. When Hope’s Window Walls 
are used, the architect is able to locate openings for 
doors, ventilators, louvers or escape exits wherever 


Edward Corning Company, Contractors 


needed and he is assured by the strength and rigidity 
of Hope's construction that the windows will endure 
and operate smoothly for the life of the building with 
minimum maintenance. Make use of Hope's Engi- 
neering Department. Its technically trained staff has 
unequalled experience in the planning and erection 
of window wall systems in all types of building. 
Hope’s Window walls are built both of steel and 
aluminum. Write for Catalogs 169 and 170. 


HOPE’S WINDOWS, INC., Jamestown, N.Y. 


HOPE'S WINDOWS ARE MADE IN AMERICA BY AMERICAN WORKME} 


if STEEL WINDOWS HAVE THE STRENGTH AND RIGIDITY THAT NO OTHER WINDOW CAN, TCH a 


The author of “Life in a Martini Glass” returns to the 
Journal’s pages to pass out a few tips on Philadelphia for 
the benefit of those who plan to attend the Convention— 


and for the delight of those who know the Quaker City 


“Through the Philadelphia Pepper Pot” — I 


by Alfred Bendiner, FAIA 


> Ladies and Gentlemen, come, oh do, do come 
to Philadelphia in the Springtime. Philadelphia in 
April is likely to be cold and creepy. Bring a coat 
and a sweater. Maybe the dogwood will be out. 
Maybe the Phillies will be in First Place (it’s just 
the beginning of the season). Maybe Something 
will be Open. Ormandy and The Orchestra are 
coming back from Buffalo to play just for us. 
There will be treats and parties and the big winds 
of all Conventions will blow about “The Archi- 
tect and His Place in a Social World.” 

After all that, and in between the meantime, 
you must find something extraordinary to remem- 
ber Philadelphia, beside the fact that Broad Stree: 
is also 14th Street. I know that there will be ex- 
pensive books about Philadelphia, guide books 
around Philadelphia, programs and throwaways, 
all of which you will read and digest. They will 
cover it all: “The Colonial Aspect,” “The Mag- 
nificent Progress,” “The World Port,” and “The 
Greater Philadelphia Movement.” I wish I could 
tell you where you can take your shoes off and 
have a quiet moment, contemplating your Herit- 
age—or at least a decent meal. Maybe after you 
read this article you'll find enough to do to steer 
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you clear of the readings of the bylaws changes 
and the speeches of the four or five who always 
take the floor to amend something. 

In Philadelphia there are four squares: Wash- 
ington, Independence Hall, Rittenhouse, Logan 
Circle and City Hall or Center Square. But every- 
thing is described by squares. It’s two squares to 
Market Street and one square to 15th Street. And 
don’t make the mistake of calling a narrow street 
an alley. We are very touchy—especially about 
Sunday when you won't be here. And whatever 
you, say, don’t call Philadelphia “Philly.” 

It’s pretty hard for me to appraise Philadel- 
phia today because I have lived here most of 
more than sixty years and remember “the night 
that old nostalgia burnt down.” So, my remarks 
are colored by that rosy film of long ago which 
I like to think of as something sweet and wonder- 
ful. Actually it probably was all awful and cold, 
and damp and dark. Just like my grandmother 
who was maybe only forty-five when I was a kid. 
I remember that she wore an aigrette on an old 
bonnet and dressed in black and gave me a penny 
from a reticule which hung from her waist. | 
thought she was pretty wonderful but I guess she 
was real “antiquey.” All forty-five-year-old grand- 
mothers I know today, are probably a lot more 
something or other. Most of them dress smarter 


than their children and they 
are far more interesting, in- 
telligent and appealing. As 
for any grandmother today, 
giving a kid a penny out of 
a waist-hung reticule; that 
action alone would have her 
censured by the PTA, the child psychiatrist and 
psychologists, her daughter and her “wonderful 
son-in-law” and the people who write letters to 
the papers. Grandmoms today better give their 
grandchildren a buck or off they go into exile, on 
old-age pension, to Florida. 

So, being old and “good olde daysey,” it is dif- 
ficult for me to explain what to do and see in 
Philadelphia beside the Colonial Dames and the 
Daughters of the Revolution. 

There are only two modern architects here 
whom you are allowed to like in print, Louis I. 
Kahn and Vincent Kling — and well, maybe the 
Architectural School Dean, City Planning Com- 
missioner, Turkish Advisor and general Pooh- 
Baaah, G. Holmes Perkins. Nobody from out- 
side Philadelphia ever heard of anybody else 
from here, except maybe Her Serene Highness 
Grace Kelly Rainier, Robin Roberts, Eugene Or- 
mandy and Ned Purves, and who am I to spoil 
your illusions. If the four hundred architects 
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here can’t blow their own concrete horns I am 
not going to. “By their works shall ye know 
them” quoth I. 

I think Philadelphia gets credit for only about 
four pieces of Modern Architecture, according to 
the gospel of Lewis Mumford. They are the 
P. S. F. S. Building, The Evening Bulletin Build- 
ing, the Mercantile Library, and maybe Penn 
Center. All the schoolboys and the intelligentsia 
make camera-pilgrimages to F. L. W.’s arrogantly 
unpleasing synagogue, and now swoon over 
Kahn’s Medical Towers. I guess the New York 
Times Architectural Critic Aline Loucheim Saar- 
inen will get around to putting a long-winded 
stamp of approval on her husband’s Dormitory 
for the Women of the University of Pennsylvania. 
Right now it is a skintled brick nothing with ver- 
tical windows for vertical girls and horizontal win- 
dows for horizontal girls and a big ugly electri- 
fied fence to keep you from getting at the co-eds. 
The interior: A sort of concrete Big House for 
girls, which looks like a blow-up of Toulouse 
Lautrec’s Séraglio in Paris in the Eighties, of 
course without the sexy charmers a-settin’ around. 

That about covers “Modern” in Philadelphia 
maybe also Kling’s Jefferson Hospital or Lank- 


enau. 
Now to get on with you and your three-day 
convention stay. Don’t mention “the water”’— 


don’t mention “Blue Laws”—don’t throw a penny 
on Benjamin Franklin’s grave, it’s icky. Say some- 
thing nice about “Society Hill” or Charley Peter- 
son will cry. 

Believe me, that little house in the park was 
not Letitia Penn’s. It was just an old house moved 
from Second Street. 

No record that Wm. Penn ever signed a Treaty 
under the Penn’s Treaty Elm at Shackamaxon 
Park. 

Philadelphia can be fun and as interesting as 
New York, Paris, London, San Francisco—or 
almost. A lot of it has gone the way of “Progress” 
so that now you have to look hard and make 
believe that the piece left out of the context is as 
fine as the whole. It’s a difficult job but make a 
try at it. 

Curiously, the AIA with all its noisy gush about 
“modernity” and “advance,” chose the oldest, 
corniest Beaux-Arty hotel as Headquarters. The 
Bellevue Stratford used to be more red carpet and 
plaster cupids, but even now, with a coat of paint, 
it hardly passes as Today—and thank goodness. 
Yought to see the new one. 

Right next door to the Bellevue Stratford, going 
south, is a gem of a little building which used to 
be the Art Club; now it’s the Keystone Automobile 
Club. If you look at it from across Broad Street 
it is a well-studied Frank Miles Day Venetian 


Palazzo, lacking only the gondolas, the Grand 
Canal and drowned cats. Straight ahead, on axis, 
is City Hall, which gets a pasting with every 
change in Administration. It has wonderful sculp- 
ture—and lots of it. The Hall gets better looking 
the more they tear out around it and erect the 
concrete and steel abortions with the glassy stare 
like Penn Center. The Plan Boys think Penn Cen- 
ter as fine as St. Mark’s Square, Venice, Italy. 

Nested in the corner of Chestnut Street and 
Broad Street is the death-defying Girard Trust in- 
spired by the Pantheon. It is now cleaned tomb- 
stone-white, just on honor of you-all. 

If you look up at the cornice on 15th Street you 
can see where they ran out of money, carving the 
cymatium. Near 15th is the fine Northern Italian 
brickwork Jacob Reed’s Store. The other way, 
east, is John Wanamaker’s classic pile which still 
holds its own as fine department store design. At 
12th and Market is Howe & Lescaze’s P. S. F. S. 
Building which even now, thirty years later, is 
one of America’s finest modern office buildings. 
Beautiful board room with corny gold ancestor- 
framed portraits of past Presidents. 

The crummy station of the Reading Railroad 
is diagonally across from the P. S. F. S. Building. 
The station is one of those old-fashioned train 
sheds, like you don’t see many of nowadays any 
more; a Victorian beautifully exposed iron barrel 
vault, with dirty glass panes between the truss 
members. The whole spans sixteen tracks and is 
266 feet wide and 507 feet long and when you 
run for a train it looked lovely and breath-taking 
fifty years ago, when we still had steam engines 
and plumes of smoke. Of course now it is all be- 
littled as ugly, but if it were cleaned, aluminized 
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and somebody said it was designed by Yamasaki 
and Leinweber, it would get a medal and the 
FORUM would write a long wordy complicated 
article about it. Then just everybody would adore 
it and think it “Marvelous Marvelous.” 

Most of the space at the street level beneath 
the train floor is devoted to one great big Les 
Halles Market. The stalls are loaded with the 
goodness of Pennsylvania farms, and it is still a 
perfect uncellophaned joy to the Philadelphians 
who love fine meats, sea food, Pennsylvania Dutch 
shoo-fly-pie, sauerkraut, knockwurst, scrapple, 
country sausage, pepper pot, hazenpfeffer and 
Bassett’s Philadelphia ice cream, which is still 
spooned out of a tin can. 

The farmers’ families have owned their stalls 
for years and they look as if they lived under the 
counters. It is still de rigueur to wear a boater 
straw the year round, if you are a butcher, and 
to speak Pennsylvania Dutch, even though your 
kids are Ph. D.’s in English. It seems as if every 
other stall has a lunch counter, and you can eat 
everything right there. 

And up 12th Street is Kelly’s Oyster House. 
In fact, there are still lots of oyster houses around. 
You won’t find many dieters in these places, but 
terrapin soup or mock turtle or a dozen Lynn- 
haven’s oysters “as big as tabby cats,” will stay 
in your memory long after you have forgotten 
which speaker said what. 

If you want a great big sustaining sixteen- 
course meal with rye bread, pickles, sour tomatoes 


and lettuce, olives and celery as a centerpiece try 
Shoyer’s restaurant. It’s down near the disputed 
Betsy Ross House and they may have to wheel 
you out. Second at Walnut is Bookbinder’s Rest- 
aurant which everybody knows and with good 
reason; the uptown one is also pretty good, and 
so is Arthur’s Steak House. Across Walnut Street 
is Helen Siegel’s and a dark but good bar is Belle- 
view Court. 

Architecture again: The Union League Club 
is that brownstone near the Bellevue. It houses 
all the still-living Republicans who never voted 
for a Democrat. Once a visitor was walking by 
it with a Philadelphian and he said; “What is 
the crepe on the door for?” “I guess some mem- 
ber died,” said the Philadelphian. “Cheers it up 
some,” said the visitor. 

So far nobody has been able to find out for 
sure where or what Betsy Ross sewed, but the 
“Betsy Ross House” says it was right there. 

Benedict Arnold never visited Mt. Pleasant 
known as the Arnold Mansion and there is no 
underground passage where he escaped to the 
river. 

Hitching posts in small streets are still main- 
tained by the city to keep automobiles off the 
brick sidewalks. 

Old Christ Church usually exhibits the prayer 
book where Bishop White crossed out a prayer 
for King George way back in 1776 A.D. 

There is a creek under the Old Customs House 
and John Wagner’s used to let it run through 
their cigar and wine vaults and age the stuff in 
the cool of Philadelphia water, which is hard to 
swallow. 

Very hard to find a “busybody,” a three-direc- 
tional mirror which hung outside the second-story 
window of every house so you could see who was 
at the front door without coming downstairs, and 
also check the neighbors’ goings-on up and down 
the street. 

B. Franklin, that old know-it-all and printer, 
never let on where his shop was located. Good 
problem for the archeologists. 

At Chestnut and 10th is Cret’s magnificent 
Federal Reserve Board Building with a beauti- 
ful main room. The garden is dedicated to Paul 
Cret’s memory with a good French inscription. 
At 9th near Market is a Philadelphia landmark, 
Leary’s Book Store, which is worth an hour. It 
is old and dignified and has four stories packed 
ceiling high with second-hand books. You can 
browse forever without being disturbed, haunted 
or asked to buy. Most Philadelphians and visitors 
have been raised on Leary’s books. 

Go to the “Atheneum,” John Notman’s very 
olde library with a beautiful room overlooking a 
wisteria-covered porch and garden. John Wister 
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of Philadelphia invented wisteria on July 4, 1776. 
Pause and shed a rose petal, for here was founded 
the AIA in Philadelphia. Across the street is 
Washington Square, used to be Potter’s field. Now 
it’s a real toney front yard for the Mayor’s brand 
new “Early Colonial, pseudo-Baronial, G. Wash- 
ingtonial” home. Diagonally opposite is Inde- 
pendence Square. 

Herder’s cutlery store on Sansom Street near 
16th has an eagle in the window made of knives 
and forks and exhibited at the 1876 World’s Fair. 

You might have some fun “collecting” a few 
interesting examples of fine American architec- 
ture which are still allowed to stand in Philadel- 
phia. Dat old rowdy Furness is still “living” in 
the Pennsylvania Academy of the Fine Arts, the 
U. of Pa. Library, the Zoo Gate House Buildings 
and a couple of other Chas. Adams buildings. 
On the “Beaux Arts side” were Cope and Stew- 
ardson, architects of the Harrison Building at 
15th and Market, S. W. corner, and Wilson Eyre’s 
great University of Pennsylvania Museum. Frank 
Miles Day’s Weightman Hall at Penn, McKim’s 
Girard Trust and Germantown and Philadelphia 
Cricket Clubs, Thomas U. Walter’s Parthenon at 


.* 

~ 

- 


Girard College, James Windrim’s Masonic Tem- 
ple, Fraser’s Union League, and many others. 
How’s that for “dropping” buildings? 

For things “hard to get into” try the Barnes 
Foundation. It is a school but if you write a let- 
ter c/o Miss Violette De Mazio, Merion, Pa., 
and tell her you are a “foreigner” from outside 
Philadelphia maybe there will be a vacancy be- 
tween twelve and two on Thursday of next year. 
If you pull the lucky number you will see out- 
standing Manet, Modigliani, Daumier, Van Gogh, 
Picasso; and you can brag about it all winter. 
For the also-rans, the Philadelphia Museum has 
just as fine examples. Many more things in the 
Museum but particularly for you is St. Gaudens’ 
“Diana” which graced Madison Square Garden— 
designed by Standford White, the other famous 
architect—remember? 

If you can’t get tickets for something, my 
friend “The Count” will have them at a slight 
extra price. “The Count” is the director of the 
Capital Theatre Agency at 13th and Walnut 
Streets, S.W. Tell him “Mr Bettina” sent you. 
He’s called The Count because he can count. 
(More tips by Bendiner next month) <4 
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The Uninteresting 
Future 


by Russell Kirk 


> In Avila, this spring, they are knocking down 
the house where George Santayana lived as a child. 
Though the Spaniards are the most tradition-gov- 
erned of European peoples, their attachment to the 
principle of continuity is an abstract devotion: 
Matters of faith and intellect they may defend to 
the death; but for the great architecture and the 
historic monuments of their country only a few 
feel concern. 

Santayana’s house — described at some length 
in his “Persons and Places” — is neither very old 
nor very beautiful; its importance lies in its link 
with a remarkable man of letters (almost unknown 
in his native country). But it was an historic house 
in a pleasant quarter in one of the most interesting 
towns left to the modern world. To make room for 
a new housing project, the local authorities are 
sweeping it away — room for hideous high blocks 
of flats, jarring with the medieval city and the won- 
derfully austere countryside, apparently designed 
by some planner in Madrid or possibly Paris who 
has not seen Avila. The windows of these flats 
near the railway station all face the cold north, 
from which the winter wind comes across the 
sierra; and the unfortunate denizens of these hives 
will shiver out their lives, far less cozy than they 
would have been in the thick-walled little stone 
cottages with the low-pitched roofs that have 
housed most people in Avila for centuries. 

In this replacement of beauty, charm and his- 
toric association by modern standardized ugliness 
we may perceive one of the great errors of our age. 
It is not newness, nor even comfort, that can make 
people content. A professor of art at Brooklyn Col- 
lege, some months ago, observed that whenever 
civic planners destroy a neighborhood landmark, 
they efface one more bond of community, and 
leave men and women rootless and vaguely dis- 
satisfied. 

Writing of the English mining village of his boy- 
hood, D. H. Lawrence says that in those days the 


miner was not a malcontent — except that he suf- 
fered, even though half unconsciously, from the 
hideousness of the towns he inhabited. The whole 
temper of a people may be soured by a monoto- 
nous and inharmonious environment; what we call 
“the standard of living” may be very high, and yet 
the life itself spoiled by nasty buildings, civic 
schemes not designed on the humane scale, and a 
general impermanence or shoddiness of homes, 
public buildings, shops, streets, and even churches. 

I recall a passing observation of the Earl of 
Crawford, Chairman of the English National Trust 
for architectural and rural preservation — and also 
Chairman of the National Gallery, the National 
Art Collections Fund and. other artistic and archi- 
tectural bodies; a kind of guardian of English cul- 
ture. “The future will be so uninteresting,” he said 
in speaking of the devastation of the countryside, 
the demolition of great houses and pleasant lit- 
tle cottages, the utter transformation of historic 
towns, and the whole process of utilitarian “prog- 
ress” in Britain. 

Lord Crawford meant that the men of the fu- 
ture, as things are going nowadays, will be denied 
the variety of scene, the pleasures of harmonious 
settings, the curious or famous old buildings, the 
survivals of past generations, which have meant so 
much to civilized existence these many centuries. 
We seem to be improving away — and priding 
ourselves upon our ruthlessness — nearly every- 
thing man-made that stimulates the imagination or 
satisfies the eye; indeed, we are rapidly abolishing 
natural beauties, except so far as they are pruned 
and tamed in parks. 

At a time when, in most of the Western world, 
we have available ample public and private funds 
for national and civic improvements on a grand 
scale, paradoxically we uglify. The bulldozer and 
the wrecker’s ball intoxicate; buildings that for- 
merly would have been spared if only because of 
their solidity now are obliterated in an afternoon. 
In the United States the great private foundations 
could save much of our architectural and historic 
inheritance without straining their resources, if 
they cared; but it is characteristic of our Philistin- 
ism that not one of the really big foundations have 
given any substantial help to the American Nation- 
al Trust for Historic Preservation. 

Because of their wretched taste and disregard of 
ancient buildings, Ruskin told the Victorians, 
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Editor of Modern Age, Mr Kirk is a political philosopher and publicist. His books include “The Conservative Mind” 


and “A Program for Conservatives.” Although the Journal is by no means ultra-conservative in its viewpoint, we feel 


that most discerning architects, conservative or no, will agree with Mr Kirk’s disturbing conclusions about the future 


“posterity will curse you.” Yet if the Victorian age 
had its vandals, at least it often built confidently 
and solidly; while we of the Twentieth Century 
build as if the Last Trumpet were about to sound. 
A middle-aged friend of mine, looking at his ar- 
chitect’s plans for his new house, inquired whether 
the roof was well enough designed to endure. 
“Why,” the architect said in surprise, “it will last 
as long as you will.” A house is becoming a thing 
as transitory as an automobile. 

Every previous era of great prosperity left its 
mark in an interesting and enduring architecture, 
private or public; and in splendid towns, and 
works of sculpture and painting, and monuments 
of all sorts. For our part, we build cinder-block 
drugstores, glass office buildings and fiber-board 
ranch-type shanties full of gadgets intended to turn 
obsolete within two years. Even our sprawling new 
one-story schools, though expensive enough, are 
bare and featureless. An age which has no taste 
of its own ought to conserve what remains of the 
better taste of other times. Yet we, as if angered 
by any vestige of antiquity, call a good building 
archaic if it was erected thirty years ago. 

And if we possibly can, we condemn it. At the 
same time we may be condemning ourselves. Ten 
years ago, Charles Baudouin wrote, in “The Myth 
of Modernity,” of our disastrous infatuation with 
newness and simplicity: “To simplify up to a cer- 
tain point is the next thing to hacking down. To 
restore order, to clean things up, we scrap them, 
we burn them, and there is an instinct that takes a 
certain pleasure in so doing. It must be admitted 
that in the modern liking for a clean sweep there 
is a trace of this pleasure — should we say of this 
sadism? It is enough to reflect on the manner in 
which our cities are treated under the pretext of 
improving them and making them healthier. In 
certain hands this operation is almost as effective 
as bombardment from the air.” 

As if the wars of this time of troubles had not 
already destroyed more than half the important 
architecture of the world, society proceeds cheer- 
fully to sweep away much of what remains. In 
Constantinople, Parisian-like boulevards are being 
hacked, seemingly at random, through the most 
interesting quarters. “If you like Constantinople 
now,” a Turk said last year to an English visitor, 
“you'll like it much better soon. It will be just 
like your London.” He expected felicitations. In 


Copenhagen, there is a plan for sweeping away 
perfect Seventeenth Century streets to admit motor 
traffic to what has been, there on the islands, one 
of the remaining refuges for human being afoot. 
In South America, as Gabriel Marcel writes, the 
devastation of beautiful towns is perhaps worst 
of all: Spared by war, Caracas and Bogota and 
many more towns become caricatures of Man- 
hattan or Hollywood. Mussolini did his best to 
spoil Rome with grandiose highways and gigantic 
governmental offices; the rich foreigners and Ital- 
ians who live in the quarter of Parioli show even 
worse taste. In Fife, the county planners insist 
on driving a broad highway through the center 
of the medieval university town of St. Andrews— 
a highway that leads only to the harborless coast 
of the North Sea. It is ironical that in the Com- 
munist states—particularly Poland—there is some 
conscious effort to preserve or restore the visible 
part of our cultural heritage. 

As for the United States, we have done more 
damage to our country’s artificial and natural 
beauty since the Second World War than we were 
able to accomplish in the hundred years preced- 
ing. Our obsession with fast cars and our long- 
ing for the prestige of a suburban house have 
driven freeways remorselessly through a thou- 
sand living communities, destroying everything 
in their path; these appetites have drained lead- 
ership and money out of our cities, at the same 
time devouring the countryside through sub- 
divisions, so that capitalistic America fulfills the 
prophecy of Marx that countryside and town 
must merge in one blur. 

“Urban renewal,” with federal subsidies, has 
become a god-term among us. Real urban re- 
newal is desperately needed, and we ought not 
to begrudge money spent upon it. But the specific 
projects undertaken often seem better calculated 
to gratify the contractor and the speculator than 
to restore urban community. Sometimes decent 
neighborhoods are abolished to make way for 
expensive apartment buildings with rents well 
above anything the previous inhabitants could 
pay, as in our Bronx development and certain 
Chicago undertakings. Other sweeping demoli- 
tions are ordered by planners who have seen the 
neighborhood condemned only on a map. The 
area called Corktown, in Detroit, for instance, 
was scheduled to be razed as a slum—until the 
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The Uninteresting Future con't 


Corktowners, most of them very decent people 
who own their own homes, shouted indignantly 
at the city council. 

How thoroughly ill-conceived and inhumane 
much of our “redeveloping” is was made fairly 
clear recently by the authors of “The Exploding 
Metropolis,” but few of the planning authorities 
have mended their ways. Beneath a picture of 
a typical “redevelopment scheme,” the Fortune 
critics write, “The city grandiose: Most urban 
redevelopment projects, give or take a few malls, 
promise scenes like this: Pompous, formalistic 
patterns that look fine from the top of a tower 
or in an architect’s perspective, but will be an 
oppressive void to the poor pedestrian. The city 
is for human beings, not for a race of giant men 
playing a new kind of chess.” 

Our grandiloquent “civic centers,” rising nowa- 
days in all big cities, generally are spoilt by this 
same “cult of the colossal,” in Wilhelm Roepke’s 
phrase. A generation ago, St. Louis built a windy, 
arid series of public buildings, rather like mau- 
soleums, as a “civic center.” As if this were in- 
sufficient, St. Louis now has completed the demo- 
lition of the historical river town—which has 
been in process of razing for nearly a quarter 
of a century. In place of an interesting, if dilapi- 
dated old quarter, one sees endless acres of park- 
ing lots, the poor old cathedral standing amid 
the desolation. Miss Jane Jacobs, in her essay 
“Downtown is for People” (included in “The Ex- 
ploding Metropolis”) does not spare these mis- 
conceived civic centers that actually repel citi- 
zens: “San Francisco’s, built twenty years ago, 
should have been a warning, but Detroit and New 
Orleans are now building centers similarly pre- 
tentious and dull, and many other cities are plan- 
ning to do the same. Without exception, the new 
civic centers squander space; they spread out the 
concrete, lay miles of walk—indeed, planners 
want so much acreage for civic centers now that 
the thing to do is to move them out of downtown 
altogether, as New Orleans is doing. In other 
words, the people supposedly need so much space 
it must be moved away from the people.” 

Another instance of recent devastation is the 
defacement of Long Island since the war, by 
bad building and superfluous highways. To make 
room for a spreading population is necessary; 
but to do it hideously is not ineluctable. The 
planners now intend to obliterate the eighteenth 
century village of East Norwich, in Nassau 
County, by an immense clover-leaf intersection 
in the very heart of the place—all to save thirty 


seconds at the red light. Whither are we hurry- 
ing—to more hideousness? 

This is the triumph of technology and the death 
of imagination. Among the several intricate causes 
of our divorce from continuity and beauty, the 
ascendancy of utilitarianism and pragmatism in 
education must be reckoned with. When the mind 
is constantly fed with the doctrine that only ma- 
terial achievement and “practicality” are worth 
a man’s notice, the just claims of imagination 
and permanence are denied. And in time men 
rebel, even though confusedly and irrationally, 
against the dreary domination of an existence 
without roots in the past or harmony in the pres- 
ent. 

As best we can, we ought to put an end to 
slums. Yet before we act, we ought to under- 
stand what a slum is; and we ought to be sure 
we are not creating new slums by our very proc- 
ess of wholesale alteration. In the course of a 
wandering life, I have become something of a 
connoisseur of slums, visiting many and living 
in some. Old buildings do not make slums: Ox- 
ford undergraduates and Roman princes live in 
some of the oldest habitable edifices in the world. 
Poverty, per se, does not make slums; Irish peas- 
ants or Portugese fishermen, with tiny cash in- 
comes, may be among the best and kindest peo- 
ple living. 

No, slums are created by a state of mind and 
a corruption of character. The dilapidation of 
buildings (and I know certain slums where the 
buildings are younger than their inhabitants) and 
the increase of vice and crime and shoddiness 
follow from the habits of the slum-dwellers. Let 
me add that once a real slum is established, of 
course it tends to corrupt the character of many 
of the people who live there; a miserable envi- 
ronment, depriving men of order and beauty, 
produces disorder and ugliness in all but the 
strongest natures. 

If you walk the narrow ways of the old Saracen 
town Palermo, you encounter great beauty and 
great ruin. For centuries one of the most splen- 
did cities in Europe, Palermo was badly bombed 
and shelled in the last war; many hundreds of 
people live in cellars, stumps of palaces; or pic- 
turesque little stone shanties patched together 
from fallen rubble. And you will find slums; a 
thousand years of misfortune and misgovernment 
have made their mark in Sicily. 

But also you will find whole quarters that are 
teeming with decent and cheerful people, clean, 
neatly dressed, polite. Their living-quarters (some- 
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times a single room for a family) are no larger 
and no newer than those of the slum-denizens; 
and, like their slum neighbors, they use the pub- 
lic street as their collective parlor. It is not liv- 
ing in a house five hundred years old that de- 
grades a family; indeed, the permanence and 
beauty of their old house may have a noticeably 
heartening influence upon them. The real slum 
is in the heart: And shoddiness there produces 
shoddiness in the neighborhood. There can be 
social and material causes of shoddiness in the 
heart, of course; I am merely trying to suggest 
that even nowadays we ought not to confound 
cleanliness with Godliness. 

It is quite possible for tasteless and unimagi- 
native reformers to produce brand-new slums, 
despite their honest intentions. In the monoto- 
nous and drab new county and town housing 
schemes of Britain, the crime-rate has been mark- 
edly higher than it was in the shabby old neigh- 
borhoods from which the housing-scheme in- 
habitants often came. If we build towns that are 
boring—uninteresting because they contain noth- 
ing old or curious or varied, and because their 
style is bad—we must expect the people who 
live in them, particularly the rising generation, to 
rebel in one way or another. 

At the ancient village of Kennoway, in Scot- 
land, the Fife County Council has resettled thou- 
sands of people, mostly miners and their families, 
in the midst of a lovely countryside. Kennoway 
itself, founded by those curious Christian eremites 
and Culdees, away at the misty dawn of Scottish 
history, was one of the pleasantest little places 
in the country, with venerable little stone houses 
clustered about a rocky knoll. So the general plan 
of the County Council was healthy enough; but 
the execution of it has been miserable. 

Those very charms which doubtless induced 
the County Council, however vaguely, to select 
Kennoway as their new-housing-scheme site have 
been swept away by the improvers. The decent 
little old cottages, most of them, have been con- 
demned as obsolete, and demolished or allowed 
to fall into total decay. Even the street-plan has 
been altered beyond recognition, the new quar- 
ters being erected without any reference to the 
old center. Down toward that great Viking burial- 
mound called Maiden Castle, the authorities have 
put up a new “town center,” modernistic but not 
modern, shabbily built of concrete that already 
is cracking after two years of use. A good deal 
of vandalism troubles Kennoway, and the police 
sometimes have their work cut out for them; an 


atmosphere of indifference broods over the new 
houses, and many faces are sullen. Nearly every- 
one has a new house, or rooms in the towering 
blocks of new flats, at a very low rent; but this 
has brought no contentment. For the new Kenno- 
way is not a community, but an impersonal and 
rootless dormitory. 

Along the Causeway which twists up and down 
the little hill where the medieval church once 
stood, there remains a score of sixteenth and 
seventeenth and eighteenth century little houses. 
The County Council would like to see them all 
razed, it appears. These form a bond with the past, 
and the typical doctrinaire planner resents the past. 
When I was in Kennoway last January, navvies 
were taking the roof off the most interesting and 
historic of these houses on the Causeway—Seaton 
House, where Archbishop Sharp lodged the night 
before his murder by the Covenanters. Until three 
or four years ago, this charming old-fashioned 
steep-gabled mansion with its little panelled 
rooms, was inhabited by a wealthy man. When 
he moved, the planning authorities suddenly dis- 
covered that Seaton House was hopelessly archaic, 
and they are bringing it down. One County Coun- 
cillor declared that the process of demolition in 
Kennoway is all too slow; such old buildings de- 
tract from the planned modernity of the new or- 
der. But the people who lived along the Causeway 
were reasonably content, I fancy; and the people 
who live in the new flats are not. Imagination 
and the sense of beauty are quite as real, and ex- 
ercise quite as much influence upon the tone and 
temper of a society as do refrigerators and im- 
proved heating. 

In our buildings and our civic plans, I suggest, 
we are leaving out of consideration some of the 
deepest human longings. We are becoming the 
slaves of our own systematic technology. “An 
ethical and esthetic culture ought to precede any 
technical instruction,” Charles Baudouin writes. 
“Technique is only a servant. Pushed to the front, 
it behaves like a coarse and clumsy parvenu. We 
have to find its master. But modern humanity is 
dazzled by technique; it can see nothing else. 
This is why it is spoiling everything.” 

Mankind can abide nearly anything except bore- 
dom. If we convert town and country into one 
monotonous realm without interest, historic as- 
sociation or beauty of design, we may find we 
have created one great hygienic slum. 4 


Reprinted with permission from The Commonweal, via the Wiscon- 
sin Architect 
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D. Architect: Harold Spitznagel & Associates 


Wall mural—oil on brick. Our Saviour’s Lutheran Church, Sioux Falls, S. 
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Architecture and the Arts 


by Robert J. Aldern 


> Employed as an active element in architecture, 
the work of art can play a most important func- 
tional part. For the architect, it will be a tool to 
help him find the solution of problems raised by 
the architectural program. Thus, the artist could 
become the architect’s associate, like the engineer 
or any other specialist. 

The difficulties of such an undertaking can- 
not be underestimated. The first obstacle that the 
architect will come up against is financial. It will 
be a hard job to get an over-cautious client to 
accept a little-known artist, and if the artist is a 
recognized master he will accept no less a fee than 
the market value established for his work. If 
artists really desire to return to architecture, they 
must abandon the conception that a work of art 
is a luxury article, and consent to limit their de- 
mands, in terms of the cost price, just like all the 
other elements that enter into the construction of 
a building. 

Of all the accusations leveled regularly at mod- 
ern art, the most serious is, “lack of communica- 
tion.” From the do-it-yourself esthete who may 
not know if it’s art but knows what he likes, to 
the intellectual who professes to know, but is 
equally resentful, the protest is the same: Today’s 
artist creates for himself alone, willfully refusing 
to share his intent or experience with the rest of 
us, deliberately flaunting his traditional moral and 
cultural obligations to society. Paradoxically, ex- 
amples of the difficult-to-comprehend contempo- 
rary art are appearing more and more frequently 
in public places and are being enjoyed. As perfect 
allies to modern architecture in New York’s cur- 
rent building boom, abstract painting and sculp- 


The architect and the painter again, this time from the 
point of view of a talented young artist who is also em- 
ployed as a draftsman in the office of Harold Spitznagel 


& Associates, in Sioux Falls 


ture are giving a kind of pleasure that refutes the 
familiar charges of arrogance, obscurity and un- 
intelligibility. 

The reason is a sound one. The large scale, 
the excitement, the explosive color, and the intri- 
cate, often sensuous patterns of abstract art add 
congenial richness to the austerity of today’s 
building forms. To debate moral justifications be- 
comes suddenly pointless in the face of so natural 
a union. Abstract art developed with apparent 
historic inevitability during the same years that 
architecture took on an unprecedented plainness, 
ranging from the understated elegance of Mies van 
der Rohe’s sleek surfaces to the depressing monot- 
ony of the stark commercial curtain wall. 

The artist in relation to architects and architec- 
ture should consider his work as something which 
belongs to the architecture. He must learn to 
utilize his skill and aspirations for the art within 
the functions of architecture. The artist wants a 
work of art, of course, but should not consider 
his work as an independent piece of art. 

In the days of the great Byzantine mosaics, 
painting was considered by the Greek church to 
be more holy than sculpture. The artist’s desire to 
deny any sense of reality and his lack of perspec- 
tive and esthetic sophistication may account for 
the flat decorative quality of the ninth and tenth 
century mosaic murals. Some of today’s modern 
painters have again attempted to eliminate per- 
spective because they honestly feel that much of 
the charm of mosaic was lost when the artists 
developed three-dimensional quality rather than 
retaining the flat patterned wall. 

For several centuries ending with the nine- 
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teenth, architects did little new structurally; they 
merely continued to pile more ornament on their 
buildings. Then, however, the advent of modern 
concrete and steel construction changed their 
architectural concepts, and the nineteenth century 
ornament and copying of old styles was no longer 
necessary. Unadorned, beautifully engineered 
buildings replaced the over-ornate gingerbread of 
the skyline. During the last fifty years, most archi- 
tects have been exploring mechanical problems, 
while artists have had to work quietly in their 
studios. But today, architects, sure of their build- 
ing techniques, are reappraising the place of art in 
buildings as they have not done for fifty years. 
Artists, too, are now ready to come out of their 
studios and place their work where their fellow 
men may easily see and appreciate it. Both archi- 
tects and artists feel that the new buildings need 
new kinds of ornament. Painting and sculpture 
may be integrated with the building design in 


many ways. Sculptured ornament may be grouped 
around a doorway — such as wood bas-relief. 
Sometimes beauty lies in simplicity of door and 
window detail contrasted with richness of wall 
treatment. Ornament and structure may be sepa- 
rated in space, such as being placed in an open 
room away from a wall. Occasionally new struc- 
ture develops a new art. As with the Gothic ca- 
thedrals, today’s new structural techniques relieve 
the load on the wall, and glass and plastic can be 
used extensively. Naturally, the type of construc- 
tion influences the selection iof the decoration. 
There are no rules—today’s modern buildings call 
for relief or flat patterned murals or for free-hang- 
ing forms according to the architect's and artist's 
sense of scale, taste and proportion. 

There are fewer rules today than the ancients 
had to follow, and a greater variety of materials, 
methods and subject matter. Modern artists and 
architects can gain by this very variety, but they 


| 
| 
< 
a) 
< 
“Set 
on 
= 
= 


Left: Sound baffle over pulpit 
—oil and go!d leaf on plaster. 
St. Mary’s Catholic Church, 
Sioux Falls, South Dakota. 
Winner of Silver Medal at 
1960 Exhibition of the Archi- 
tectural League of New York. 
Architect: Harold Spitznagel & 
Associates. 


suffer from it too. It requires an enormous degree 
of discipline to develop an effective individual 
style out of the unlimited range of subjects and 
the mass of materials that face the modern artist. 
A certain simplicity and fervor with which earlier 
artists concentrated on limited themes, with limited 
means at their disposal, is necessarily lost. This 
simple fervor inspired great art. Great art is, of 
course, possible today. But there are few rules to 
help. The artist must find his way alone. 

There are three major elements that affect the 
histories of mankind in every civilization and they 
are: (1) Man as an individual. (2) Man’s wars. 
(3) Man’s art and architecture. It is this third 
element that has pertinence to our subject. If we 
accept any of the responsibilities for forming this 
portion of the history of our day, then we all have 
to partake in its history-making elements. The 
architect’s purpose and the purpose of the artist 
is an honest approach to a more lovable, more 
livable, and more enjoyable America. There are 
three collaborative ways of doing this. First, the 
architect acknowledging the artist from the begin- 
ning of the project. Secondly, the artist coming 
down out of his ivory tower and working with the 
architect and not by himself alone. And thirdly, 
the support of the public. It does not make any 
difference if art is representational or abstract, 
neo-this, neo-that, as long as it is good. 

John Noble Richards, former President of The 
American Institute of Architects, in an address 
to the Architectural League of New York, related 
an experience as an observer of the viewers of 
art. He said, “You should have seen the joy on the 
faces of the people viewing the sculpture on the 
green and the park fountain in a civic square in 
the city of Toledo, Ohio. They were warm, re- 
ceptive and delighted.” He also went on to men- 
tion the now well-known fact that the city of 
Philadelphia now requires that one per cent of the 
cost of municipal buildings be devoted to art, and 
that the New York Housing Council has an Art 
Advisory Committee. 

The editor of Liturgical Arts Quarterly, Mau- 
rice Lavanoux, said he becomes infuriated when 
the artist and the client—the pastor or the rabbi— 
say to one another, “Of course, you know we can 
understand this—(referring to the artist’s inter- 
pretation of the commission) but what about the 
parishoners or the public? You know, I don’t 


think they would understand.” “Blast it,” he says, 
“who in the devil do they think the parishoners 
or the public are, but you and me—all of us to- 
gether?” 

1 wonder if we give ourselves and the members 
of our communities enough credit for appreciating 
the potential designer? Don’t we have a common 
dialogue? Why is it that so many admit that they 
know nothing about art and architecture but they 
know what they like? I suppose the majority of 
people like realistic sculpture and painting. Would 
you rather see a tree photographically painted— 
a tree caught in a split second of its life—or a tree 
put down in paint so that the very essence of its 
life showed? Are you more interested in the split- 
second glance at the tree or would you rather see 
it as it really and truly is of its own being? Now 
in portraiture, are we to see the individual in this 
split-second photographic vision? If so, then go 
to a good photographer who can give you the 
desired effect of the split-second image with proper 
lighting and proper composition. However, if the 
portrait is to be painted, the artist cannot act like 
a camera, because he sees with more than a split- 
second vision. He is able to walk around his sub- 
ject, he can see him from different angles. He 
must get to know his subject and see something 
of what is within him in order to paint his person- 
ality, whether he be an athlete, a musician, an 
intellectual; whether his nature be rugged, passive, 
gruff or shy. 

You see, this is not only the artist’s problem, 
it is the same as the problems which arise in every- 
body’s life and work. You are interested in getting 
to the crux of the matter—you are interested in 
the best way of presenting your product, or render- 
ing your service to the public. When you have a 
problem in your business, you don’t just look at 
it, because looking is only viewing; you see it, 
because seeing is understanding. This is the prob- 
lem of the artist and the architect—they are to 
present their work so that it can be seen and 
understood, not just looked at and viewed. 

To close, I quote a fine contemporary sculptor, 
Richard Lippold, in a statement that should apply 
to us all: “The truly creative man has faith in his 
times.” 
The author requests that credit be given to the following source 
material: “Art in Modern Architecture,”” by Eleanor Bitterman: 
“Art in European Architecture,”” by Paul Damaz; “New Terms of 


an Old Alliance,"’ Ada Louise Huxtable, in the Allied Arts column, 
AIA Journal 
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Musings 
on the Morrow 


by Charles D. Maginnis, FAIA 


Mr Maginnis served as AIA President from 1937 to 
1939 and was widely acclaimed for his ability to turn 
a thought-provoking phrase. This article was originally 
published in the January, 1944 Journal but contains much 
that seems appropriate for today 


> Things are disturbing the leisure of the pro- 
fessional mind. The architect is not happy. For 
long his days have been an anxiety and a dreari- 
ness. But it is the terrors of the night that weigh 
so heavily on his spirit. Then it is that his familiar 
world takes on the formidable shape of his appre- 
hensions. Swarms of disembodied engineers move 
across his dreams, bearing awful implication of 
his submergence in the impending scheme of 
things. A universal and monstrous perversity, 
against which he is impotent, is obviously at work 
to tear him from his honored place. The sombre 
prophecies of the critics are in process of fulfill- 
ment and the end approaches for the great pro- 
fession. With dawn comes sanity again and the 
sense that the world is still with him in all its 
ancient circumstance. 

Change, after all, is in itself no fearful thing, 
but a genial principle to which Art has always 
made its accommodations. Only as we looked 
behind us were we used to note the current of its 
influence. Now with a startling suddenness we 
find ourselves drawn into drama for which history 
has no parallel. Architecture feels the challenge 
in it, direct and inescapable. 

Once, at a convention of our presumptive rivals, 
the president in his address invested his profession 
so liberally with prerogatives that, when my turn 
came, I was left only to apologize for a wasted 
career. Defensively I submitted as the difference 
between an engineer and an architect that, while 
both must keep their feet on the ground, the archi- 
tect has to keep his head in the stars. I could think 
of no better vindication. The metaphor was crude 
enough, but it held a reasonable postulate. With- 
out the element of imagination architecture can 
have no intellectual validity and no convincing 
profession. For long we have been exercised at 
the intrusion of the engineer upon our privileges. 
Yet we give him as fair a right to protest our en- 
croachment upon him if we elect to emasculate 
architecture to the mere terms of science. Only 


upon this premise, I believe, need we be troubled 
about the engineer. In this country, as in England, 
government gave him preference in the war pro- 
gram. It carried to him as a consequence prob- 
lems which were without doubt the legitimate 
interest of our profession. We did not conceal 
our feelings of chagrin, but we could have kept 
our dignity had we perceived that, in the circum- 
stances of the moment, we were not stultified by 
the choice, which was merely the operation of 
the idea that engineering is part of the military 
tradition and architecture isn’t. In spite of which 
the engineer is a benevolent soul and can always 
be counted on the side of peace. 

Another professional torment is that the archi- 
tect has failed to catch the rhythm of the new 
world and is obviously out of step. Very likely. 
But it is too early for hysterics in the face of the 
larger phenomenon that the wisdom of man is 
lagging far behind his inventions. The exciting 
triumphs of the new technology may indeed pres- 
age some supreme and corresponding felicity for 
the race, but philosophers are by no means agreed 
about it. 

Critics of the household complain that the 
architectural mind has been obstinately closed to 
the signs of the new day, and cry aloud for a more 
alert and sophisticated profession. Admittedly the 
architect has been inadequately scientific. I have 
known only one of whom it could be said that, 
locked in his drafting-room, he could make the 
complete working drawings and specifications of 
a building to the smallest detail of mechanical and 
structural engineering. But these cloistered facul- 
ties, impressive as they were, are not enough for 
ministry to the exacting patronage that is to be 
wooed in the coming years. The architect must 
now be equipped to discuss the intricacies of 
finance with bankers and to discourse on reason- 
ably even terms with industrialists and social 
economists and all the challenging intelligences 
of the new order. 

Are we training too encyclopedically for the 
individual, forgetting that the architect in action 
usually works with a competent team? The sweep 
of his interests is so large that in theory there is 
almost no limit to the endowment of the architect, 
but room should be left in his poor brain for the 
play of his personal genius. Richardson and Burn- 
ham and Goodhue did not come to eminence by 
an accumulation of realistic aptitudes but by their 
brilliant faculty of creation. This felicitous gift 
earned them a leadership in their generation that 
could be sustained quite as confidently against the 
demanding temper of tomorrow. This is the high 
principle without which, whatever the day, there 
never can be great architecture nor great archi- 
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Mediterranean Moods 
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The first of a series of four challenging statements by the 


President of The American Institute of Architects 


PHILIP WILL, JR, FAIA / THE STATE OF THE PROFESSION 


INTRODUCTION 


The Future has 
Already Begun 


> You have seen fit to elevate me to a high and 
honored position of leadership within our pro- 
fession. Now you have a right to expect that I 
tell you about my view from this, to me, still 
somewhat dizzy and unaccustomed height. 

One way to discharge this obligation is to spread 
before you a rosy panorama of the future. I 
could quote any one of many economic forecasts 
based on the need to rebuild our decaying cities 
and on the demands of our growing population. 

Such a talk is not overly original. To an au- 
dience of comfortably engaged and complacent 
architects, it makes pleasant listening. 

I propose, instead, to ask some rather uncom- 
fortable questions. Perhaps the answers will raise 
doubts. Is all for the best in this best of all pos- 
sible worlds? 

In fact, I hope that you will come to share my 
deep concern, my growing conviction that the 
future is already with us—in crisis form. This 
crisis must be understood and dealt with if ar- 
chitecture is to continue as a vital profession of 
high stature and satisfying accomplishment. 

We say that we are master builders who under- 
stand how to respond to human needs in terms 
of building. We are, we say, responsible citizens 
who place public welfare and that of our clients 
above our own. 

Yet, how well have we done? 

We are becoming an overwhelmingly urban- 
ized nation; but, do we know what kind of cities 
we wish to create—and why? 

Do we understand the city, that organism whose 
growth through the years reflects all stages, tri- 
umphs, defeats and crises of the human spirit? 


Are our ideals and objectives equal to our ca- 
pacity to build?—for what we build will itself 
shape the nature of our citizenry. 

C. S. Lewis, the British author, is perhaps 
best known for his book “The Screwtape Letters.” 
But some may also remember “The Great Di- 
vorce.” This small book begins with the descrip- 
tion of a city: 

“A city of dismal block after block of drab 
houses. Most have been abandoned by their own- 
ers. 

“To this city there is no end and no beginning; 
for it expands as the expanding universe with 
the speed of light. 

“Scraps of paper eddy with each quill of wind. 

“Dirty puddles reflect the yellow flicker of the 
street lamps. 

“For there is no sun. 

“A city without day nor night. 

“All is dull, colorless, grey, dispirited neuter.” 

The author has been describing his version of 
hell—and perhaps it is also ours. 

Yet I submit that the imagination of the au- 
thor is unequal to the reality of man’s ability to 
foul his own nest! 

With allowance for poetic license, what have 
our modern American cities become? 


Narrow canyon walls, unrelieved by open 
spaces. A jagged wallpaper whose perspective 
stretches to infinity. Noise re-echoes. Extremes 
of micro-climate multiply themselves. In chaotic 
orgy, visually screeching signs cannibalize each 
other. The deadly residue of power sources pol- 
lute the air: Odor, dust, soot, ashes, smog and 
lethal gas. 

The helpless pedestrian, in unequal battle, dis- 
putes the right to move with the automobile, that 
man-guided missile only a curbstone away. 
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Clutter, ugliness and waste. 
A battleground of restless, massive forces, the 
city has grown too fast to heal its own wounds. 
The sores lie open and festering. 

All too often this is a fair description of what 
our cities now are and a prophecy of what they 
may increasingly become. 

For now the great population flood, released 
by the automobile and channeled by billions of 
dollars worth of highway, engulfs our precious 
countryside in oceans of urban sprawl. All be- 
comes gray and formless in deadly continuum. 
No country, no suburbs, and no real city. 

Megalopolis, endless and inhuman. 

So here we are. For the future has already 
arrived. The challenge is already upon the nation 
and upon the profession of architecture. 

Sorry though the plight of our cities be, archi- 
tects need not assume all the blame. We are nu- 
merically a small profession. Even so, many of 
our individual members have led battles for bet- 
ter planning, for the preservation of our heritage, 
for order and for beauty. 

Only now are we beginning to make up our 
collective mind that ours is a broad mission, that 
ours is the responsibility for designing these sec- 
ond United States, and that the challenge is not 
just to anyone, but to us: The Profession of Ar- 
chitecture. 

How, we now ask ourselves, can we exercise 
leadership toward a better physical environment 
—a leadership which, by virtue of our skill and 
calling, must be ours? 

Some say that architects lack the status and 
the prestige to do the job. 

I doubt that this is true. 

Ask anyone at a cocktail party to name you 
a nationally famous doctor or lawyer and he will 
be hard put. Most likely, however, he will be 
able to name three or more famous architects. 
The reason is that architecture and the men who 
create it are getting more and more attention in 
our national mass media. Don’t always blame the 
writers or editors if you don’t get your share of 
this attention. 

I don’t see any reason why architects today 
should nurture a status complex. 

On the contrary, the thinking public may be 
expecting more of us than we are, as yet, able to 
perform. 


There was a time when “planning” was a dirty 
word. To some it smacked of socialism. But times 
have changed, and as in many other areas, we may 
have been too busy to notice. We are still on the 
defensive. Yet while we are timidly rehearsing our 
apologies in the wings, the curtain is going up and 
the spotlight is opening upon us. 

The audience certainly wants planning and de- 
sign. Both political parties have adopted strong 
platforms calling for the intelligent rehabilitation 
of our cities. There are more civic organizations 
and citizens’ groups agitating for urban renewal 
than ever agitated for prohibition or even the 
repeal thereof. 

Nor will you find many communities without 
a planning body and/or urban renewal program— 
although you'll find quite a few, far too many, 
in fact, without architects on them. 

Could it be that the public has a clearer image 
of what it expects of the architect than has the 
architect himself? Could it be that our problem 
is not status or prestige, but the need to live up 
to the public image and expectation which the 
word “architect” evokes? 

At any rate, the image of the architect as the 
designer of the total environment, the master- 
builder, cannot be purchased or be created by 
mirrors or hidden persuaders. It must be earned 
by the professional conduct, the competence and 
the vision to deal with the complex problems of 
a future which is already upon us. 

Nor can we substitute for this image the mi- 
rage of the prophetic designer of a gleaming, 
antiseptic, push-button world of tomorrow. In 
the first place, there is no evidence whatever that 
we will really design this world. In fact, there is 
quite a bit of evidence to the contrary. Other 
professions, singly and in efficient combinations, 
are recognizing the existence of a vacuum and 
are rapidly moving to fill it. 

In the second place, cosy daydreams about 
future building booms should not blind us to the 
nightmare of our present man-made environment. 
For behind these rosy visions is the cold, harsh 
fact that even greater technological progress to 
be absorbed and applied, even faster urban decay 
to be replaced, even more Americans to be 
housed, schooled, hospitalized, transported—and 
in desperate need of space and beauty—only 
mean even more problems to be solved. 
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Contemplation of the coming changes in the 
world around us may give us titillating goose 
pimples. But a hard look at the magnitude of 
problems facing us this very minute should give 
us the shivers. And the one promise the future 
does not hold is that, by some miracle, we as a 
profession will be able to solve problems tomor- 
row which we cannot adequately solve today. 

No, it will not help us much, I’m afraid, to 
keep talking of the challenge of the future. It 
may be pleasant, because everyone agrees. But 
it is also dull, because there is no real contro- 
versy. 

We need discussion. For we should be, as I 
see it, a very disturbed and very troubled pro- 
fession. We need, I believe, an earnest and search- 
ing reappraisal—yes, an agonizing reappraisal, 
perhaps—of the state of our profession, its per- 
formance, and its responsibilities. 

The intent of this article—one in a series of 
attempts to bring the present problems of our 
profession into focus—is to stimulate such dis- 
cussion. 

I offer neither exhortations nor solutions. I am 
no all-wise white father who can lead you to 
greener pastures. All I offer is my sincere in- 
vitation to you and to all thinking architects to 
join me, the other members of your Board of 
Directors, and your able Committee in a re-ex- 
amination of our professional activities and con- 
duct. 

I believe we must take a new direction. A 
thoughtful study of some of our problems and 
of the direction we should take was indicated 
in the “Report on Your Profession” published in 
the June issue of the AJA Journal. The AIA 
Board of Directors has adopted this report and 
is working on the formulation of the specific poli- 
cies it recommends. 

The objective of these policies is, in brief, to 
assume for the architectural profession the re- 
sponsibility and the leadership for the total man- 
made environment, as the medical profession as- 
sumes the responsibility and leadership for pub- 
lic health and the legal profession for the rule 
of law. 

But policies alone cannot bring about the 
needed change in the direction of a democratic 
organization such as ours. Declarations that we 
want to be leaders does not make us leaders. 


AIA means dynamic leadership rooted in 
professional tradition such as 


the inspiring Investiture of Fellows 


George Kn ght 


Our policies must be fully supported by the 
membership. The needed changes in our profes- 
sional approach and practice must begin with 
changed attitudes on the part of those who prac- 
tice, teach and study architecture. 

Specifically, I believe, we should explore a 
new approach in three areas of our professional 
life: 

1 We should, I suggest, search for a more en- 
compassing, more comprehensive approach to 
the design of the total environment, an approach 
which might be called “architectural statesman- 
ship.” 

2 We should seek ways to broaden the scope 
of architectural service. 

3 We should recast the entire process of pro- 
fessional development from the guidance and re- 
cruitment of talented youth through education, 
training and licensing to postgraduate study and 
research. 

Our purpose: To lift the entire profession to 
new levels of performance consistent with the 
need of our nation. 

In the February Journal | will deal briefly with 
the first of these suggestions. Those who may 
wish to share my thoughts on all three will find 
them in subsequent issues. 
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Favorite Features of Recently Elected Fellows 


Mario J. Ciampi, FAIA 


San Francisco, California 


Sassarini Elementary School 


Sonoma, California 
Mario J. Ciampi, FAIA, 
Architect 

Paul W. Reiter, 


Associate Architect 


» 
¥ 
\ 
‘ (2) 
4 
5 
ey 


by Wolf Von Eckardt 


The head of the Institute's 


Department of Public 


Information accompanied 


The AIA Delegation to the Pan 


American Congress in 


Buenos Aires, as an 


observer for the Institute 


Pan American Congress 


> The AIA had assumed no easy responsibility when its president 
Philip Will, Jr, somewhat shyly acknowledged the applause of the more 
than a thousand architects from thirteen Latin-American countries who 
packed the auditorium of Buenos Aires’ Law School last October. 
Reading his speech in Spanish, Will formally invited the Pan American 
Federation of Architects (FPAA) to hold its eleventh Congress jointly 
with the 1965 AIA convention in Washington, D. C. 

“The American Institute of Architects,” he said, “is extending this 
invitation on its own, as a private, independent society of professionals. 
The hospitality we offer receives no financial help from government but 
is borne entirely by our members.” At the conclusion of his short speech, 
Will read a letter of greeting to the Congress from the President of the 
United States. 

The invitation, decided by the AIA Board of Directors at its Portland, 
Oregon, meeting last year, was far from being a sudden, impulsive 
gesture. The Institute has been a member of FPAA, which comprises 
the professional architectural societies of the countries affiliated with 
the Organization of American States (OAS), ever since its founding at 
Montevideo in 1920. AIA’s delegate to the first Congreso Pan Americano 
de Arquitectos was Louis Newberry Thomas, FAIA. He, as well as the 
numerous US delegates to the nine subsequent Pan American Congresses 
—in Santiago de Chile, Buenos Aires, Rio de Janeiro, again Montevideo, 
Lima, Havana, Mexico, again Santiago, and Caracas—have been wel- 
comed with an interest that was never short of enthusiastic, and a hos- 
pitality for which lavish seems almost too modest a word. The glowing 
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One of the two impressive 
exhibit buildings 


The ceremonious opening session 


U. S. delegates Philip Will, Jr, Fata, and 
Samual Inman Cooper, FAIA 


Argentina’s President Arturo Frondizi received the 
heads of Congress delegations 


reports of such old Latin American hands (and 
AIA Fellows) as Chloethiel Smith, John Fugard 
and Samuel Inman Cooper, who, among others, 
make up AIA’s International Relations Commit- 
tee, have been further enhanced by the enthusias- 
tic accounts of a host of other traveling AIA mem- 
bers who were wined, dined and shown around by 
their newly-won friends on private journeys to 
Latin America. 

When FPAA officers hinted at Caracas in 1955 
that an invitation to the US would be favorably 
received, they only confirmed the obvious: The 
AIA could not very well continue to accept the 
hospitality our neighbors had offered to a gener- 
ation of its members without reciprocity. The 
Board carefully considered the expense involved. 
The cost of providing the entertainment, transla- 
tion services, an exhibit and other necessary items 
is admittedly heavy. It decided, nevertheless, that 
the Institute must face up to the challenge of its 
international obligations by extending a long- 
overdue invitation. 

The Buenos Aires meeting demonstrated that 
this challenge involves far more than generous 
hospitality. I am sure that the other nine North 
Americans also came away from this hectic and 
intensive affair fully aware, as I was, of the need 
for our active and serious participation in this 
Pan American exchange of professional know- 
how, experience and ideas. Governmental foreign 
assistance can never replace such personal, private 
contact. It can never do what independent profes- 
sionals can do through their private, voluntary 
organization. 

It is obvious that the test of AIA’s good neigh- 
borliness lies not in the quantity of cocktails we 
offer, but in the quality of the professional contri- 
butions we make toward the solution of the fester- 
ing housing problems of a huge, restless continent 
which Latin American architects feel with such 
keen intensity. 

Which, to be sure, is not meant to belittle the 
importance of international socializing. The eager 
friendliness with which our little group was re- 
ceived and attended to in Buenos Aires was over- 
whelming. The hospitality was as impressive and 
heart-warming as it was exhausting. 

Architects are very important people in Latin 
America, a fact which the Argentine government 
acknowleged to the tune of an estimated $400,000 
subsidy to run the Congress. 

The money also put up two exhibition build- 
ings, and, in the course of the ten-day Congress, 
entertain more than 900 architects and students 
plus wives and guests with a day-long boat ex- 
cursion, a Gaucho-style barbecue at a fany coun- 
try club, a wine and champagne dinner dance, 
countless and elaborate cocktail parties, horse 
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races for the “Grand Prize of the Pan American 
Congress of Architects,” and a flight over the 
city, not to speak of special lectures and tours— 
all for a $15.00 registration fee. There was, in 
short, ample opportunity to meet people and make 
friends and to get immersed in the easy, gay com- 
raderie of the Latin Americans. On most of these 
occasions, on the slightest provocation or none at 
all, the younger set would break out in song or 
tireless Congas, Rhumbas and Cha-Cha-Chas to 
the rhythm of beautifully improvised clapping, 
banging and chanting. There was never a shortage 
of girls for these dances as no less than half of 
Argentina’s architectural students are female. 
Much of this hilarity was undoubtedly a nec- 
essary release from the earnest intensity, the in- 
credible entusiasmo with which the work of the 
Congress was carried on. The participants formed 
into four Comisiones, or Committees, each con- 
sidering somewhat overlapping aspects of housing, 
the perennial theme of these congresses. But the 
official sessions were only the beginning of the 
heated discussions. They continued, seemingly 
never-ending, at the parties, on the excursion 
boats and buses, and in the cafes and restaurants 
of Buenos Aires. By the end of the Congress, I 
am sure, every tablecloth in the city was covered 
with diagrams and sketches. Caught in the whirl 
of this intense search for solutions to the desperate 
housing problems of a huge continent, we North 
Americans felt, let’s admit it, a little helpless 
and uncertain. Back home, we knew, there must 
be a rich fund of the solid contributions we might 
have made. We might have brought, in one form 
or another, some of our country’s know-how and 
experience which these people so ardently sought. 
We might have brought an exhibit to match Cuba’s 
formidable and very political display. But we 
travelled light to Buenos Aires. Some of us were 
merely sightseeing; Phil Will and Sam Cooper 
came to demonstrate our good will. Our govern- 
ment helped to the extent Congress permits it to 
help a private organization. Thanks to Sam 
Cooper’s persuasive diplomacy, our Charge d’Af- 
fairs in Argentina, Maurice M. Bernbaum, mean- 
while appointed ambassador to Ecuador, gave a 
luncheon for the head of delegations, which re- 
inforced the effect of the Eisenhower letter. The 
US Information Service, whose Washington office 
was more than willing to supply an exhibit had 
one been available, helped in Buenos Aires with 
good advice, mimeographing and press releases. 
These manifestations of good will were unques- 
tionably well received. Sam Cooper, a prominent 
Atlanta architect who was elected President of 
FPAA, and who has the dignified friendliness of 
the ideal good-will ambassador, was a center of 
cordial attention wherever he appeared, which 


THE WHITE HOUSE 
WASHINGTON 


September 28, 1960 
Dear Mr Will: 

Please extend my greetings to the delegates and 
guests of the Federation of Pan-American Archi- 
tects assembled in Buenos Aires for their Tenth 
Congress. 

The planners and designers of our homes, our 
public buildings, sometimes our entire commu- 
nities, both reflect and help create the character 
of the environments in which we live and work. 
With their art and discipline, architects play a lead- 
ing role in our aspirations for a better life. 

As members of the Pan-American Federation 
gather to discuss common problems and exchange 
ideas, they strengthen the profession of architec- 
ture throughout the hemisphere. At the same time 
they serve the cause of international understand- 
ing. Such meetings have wide benefit, both for 
the individual participants and for their native 
countries. 

I know the architects of the United States value 
greatly their membership in this Federation. It is 
natural they should want to serve as hosts to its 
next Congress. 

With best wishes, 


Sincerely, 


S/ DWIGHT D. EISENHOWER 


was just about everywhere and at all hours. Chile’s 
delegate eloquently thanked AIA for the $250 
donated to help victims of her recent earthquake. 
The warm response to AIA’s invitation contrasted 
favorably with the rowdy demonstrations of Fidel 
Castro’s claque. Phil Will received many compli- 
ments on his mimeographed but undelivered paper 
on the responsibilities of the architect, thrown 
into the hopper at the last minute. Some of our 
delegates, notably Mrs Margaret Van Pelt Vilas 
of New Haven, Conn., who knows Spanish, and 
Ronald Senseman of Washington, DC, frequently 
ventured into the crowded committee rooms. Oc- 
casionally they found an opportunity to speak up. 

In the plenary sessions, as imposingly set up 
as the UN Security Council Chamber, US dele- 
gates Will and Cooper participated with brave 
alacrity in the political maneuvering. The first 
day the avalanche of often duplicating resolutions 
was translated into English, mas o menos, as they 
say in Argentina. It was English more or less. 
But then the mimeograph machines fell way be- 
hind. Strapped to their earphones, AIA’s repre- 
sentatives were entirely dependent on whatever 
the harrassed interpreters in their little glass boxes 
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Intense entusiasmo marked the discussions . . . 


could make of the torrent of flowery oratory. More 
often than not they confounded confusion. 

Nevertheless, the United States of America 
helped decisively to check Castro Cuba’s factious 
attempts to dominate this professional gathering 
and to take a socialist sting out of several reso- 
lutions. 

Fidel Castro’s emissaries were a clean-shaven 
mousy looking gentleman, Arquitecto Osmundo 
Machado, with a great gift for angry oratory, and 
a tall, baldish man who never said anything and 
looked the part of the butler in a silent slapstick 
movie. At all the parties and gatherings, these 
two were surrounded by a large crowd of admiring 
students and young architects—for, make no mis- 
take, Fidelismo, as this latest epidemic of the 
totalitarian disease is called, has visibly infected 
a good portion of the young Latin American intel- 
ligentsia. When their admirers were preoccupied 
with excited talk or song, Sefior Machado and his 
friend, would sneak away and pass out Fidelismo 
and leaflets to the waiters. In addition to their 
exhibit, which took up twice as much space as 
those of any other nation, the Cubans had shipped 
some film and, rumor had it, several crates of 
cigars and leaflets to Buenos Aires. The Argentine 
customs considered this propaganda and impound- 
ed them. Cuba’s verbose protests against this ac- 
tion tied up the Congress for an entire session. 


. . of the exhibits . . . 


After much parliamentary wrangling and 
speechmaking at the delegate tables and hissing 
and applauding in the packed galleries, Machado 
managed to get a resolution on the floor which 
would have had the Congress castigate the Ar- 
gentine government. Five countries abstained; 
four voted for Cuba; four against. There was a 
tense moment and some flustered whispering on 
the dais. Finally the Clark Gable-ish looking 
chairman of the day, William Biscombe from 
Puerto Rico (an independent member of FPAA), 
broke the tie against creating an international in- 
cident. The angry young man from Cuba made 
another long speech about imperialismo of which 
his boss, who spoke at the UN in New York just 
about that time, would surely have been proud. It 
finally ended with his dramatic exit to the deafen- 
ing accompaniment of the claque which shouted 
“Cu-ba, Cu-ba” (to the tune of “Du-cé, Du-cé”’). 
For some minutes the august auditorium suddenly 
resembled the Chicago Amphitheatre at the height 
of a political convention. 

The rest of the deliberations were, on the sur- 
face at least, hardly more architectural. They 
reflected the desperate need of the countries pres- 
ent for an economic and political climate in which 
specific problems of planning and design become 
meaningful. And the architects from these coun- 
tries were unanimous in their desire to help create 


. . of Castro's display .. . 


f 
| 
= 
: 
52 ° 
< 


. .and the Congress exhibit buildings... continued at barbecue’. . . 


such a climate. They demanded, as one of the 
resolutions stated, that “architects be given au- 
thority to mobilize and administer cultural and 
technical resources of each nation to provide effec- 
tive housing.” Once we accept this premise, as 
most architects in the United States would prob- 
ably be reluctant to do, the political nature of so 
many of the resolutions is certainly understand- 
able. One of Latin America’s grave concerns, for 
instance, which we heard time and again in both 
formal and informal discussions, is the migration 
of the poor peasants who desert their unrewarding 
labors in favor of the big cities where they create 
what the Venezuelan architect Domenico Filippone 
called “a belt of misery.” Against this back- 
ground the resolution declaring that proper rural 
housing depends on land reform in all American 
countries was therefore, while drastic, hardly sur- 
prising. The land reform clause was, however, 
finally eliminated by a scant majority led by the 
more advanced and stable countries—by Mexico, 
Argentina and the United States. These big three 
of the Congress also put the brakes on a ringing 
appeal “to acknowledge that the solution of the 
housing problems in the Americas is closely con- 
nected with the need of a fundamental change in 
the economic, political and social conditions.” 
They managed to change this not so subtle call to 
the barricades to the effect that decent housing 


‘Left to right: Congress President Federico Ugarte (Argentina), 
President Will (US), and Carlos Reyes Navarro. 


. .. and cocktail parties.’ 


depends on political stability, changing its em- 
phasis, in Lincoln’s words, from bullets to ballots. 
A resolution, calling on the architectural societies 
in the Americas to work toward a constitutional 
guarantee of decent housing for everyone, passed 
unchallenged by all but the US. In retrospect, this 
proposal is not too far removed from our own 
National Housing Act of 1949 (P.L. 171, 81st 
Congress) for which even the late conservative 
Senator Taft voted. It states that “the general 
welfare and security of the Nation and health and 
living standards of its people require . . . the reali- 
zation, as soon as feasible, of a goal of a decent 
home and a suitable living environment for every 
American family.” Under the impact of confusing 
translations, the Cuban irritation, and the plethora 
of high-flying socialist-tinted talk, however, our 
delegates decided to abstain on this one, as they 
did on a number of other similar appeals. Phil 
Will declared in an eloquent little speech that 
while we supported the objectives, we were unable 
to go along with the methods prescribed. 

And that, let’s face it, was the extent of the 
US contribution at Buenos Aires. To the alarm- 
ingly large number of young architects and archi- 
tectural students who cheered Fidelismo, not 
because they are Communist but because they are 
impatient with poverty and frustration, we offered 
little but our sympathy. Good will alone could not 


2US —y 7 Margaret Van Pelt Vilas, Samuel Inman Cooper, 
Mexican Luis Gonzales Aparicio and Ugarte. 
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FPAA General Secretary Jaime L. Marques and 
President Federico Ugarte 


Puerto Rico’s William Biscombe (center of dais) broke 
the tie vote on Cuba’s protest 


answer the pleading questions about rural housing, 
housing economics, planning, prefabrication, or 
new materials which everyone kept asking, often 
specifically of us. All we could answer was that 
the conditions and problems in the Latin American 
countries are different. Little, if anything, which 
came out of these ten days of oratory and argu- 
ment seemed directly applicable to our affluent 
society. We found ourselves separated by more 
than the language barrier. 

If the Congreso were just a talkfeast, we could 
leave it at that and our pleasant memories of bar- 
beques and boat rides on the Rio de la Plata 
looking forward to 1965 when old acquaintances 
shall not be forgot on the Potomac. But indications 
are that it is not. “It is the basic mission of the 
Congress to see that approved resolutions are put 
into effect and do not remain mere theoretical 
expression,” said the resolution probably most 
loudly cheered upon approval. Nor will the FPAA 
wait until 1965 for the required reports of action 
taken. Luis Gonzales Aparicio, the President of 
the Mexican Society of Architects, has already 
called an interim meeting this spring to keep things 
going. Among the projects the FPAA plans to ac- 
complish is a glossary of planning terms in Span- 
ish, English, Portugese and French. It will also in- 
spire political action for a common market for 
building materials and for laws in each country 
which would allocate ten per cent of the gross na- 
tional product for housing. Architects, as we said, 
are very important people in Latin America and 
their governments may well listen. 

And so should the AIA. When Phil Will, its 
president, and Sam Cooper, the head of its dele- 
gation, crossed the La Plata last fall, they crossed 
a Rubicon. The commitment of their organization 
is as irrevocable as was Caesar’s. AIA is tied, not 
to each specific action of the Xth Congress, per- 
haps, but to the task of playing an active part in 
the direction and purpose of the FPAA. Its new 
President, Sam Cooper, will need and deserves the 
full support of the Board of Directors and the 
membership. 

A Committee, headed by Chloethiel Smith, 
FAIA, to help plan the XIth FPAA Congress in 
Washington has already been appointed. But being 
good hosts in 1965 is only part of AIA’s renewed 
responsibility for effecting active, professional co- 
operation among the architects of the Americas. 
Our help is wanted and expected. “Architects,” 
said the Argentinean Federico Ugarte, the Presi- 
dent of the Xth Congress, in his closing speech, 
“can determine the destinies of the Americas.” 
And looking straight at the US delegation, he 
added: “The prosperity and stability of every 
American country depends on the prosperity and 
stability of all countries in this hemisphere.” < 
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THE CHARTER OF EL PASO 


We, the architects of the United States of 
America and the Estados Unidas Mexicanos, 
meeting today, the fourth day of November 
of the year 1960 in the city of El Paso in the 
State of Texas, do hereby declare: 


1 That we accept the mission and service of our 
profession as an unavoidable duty that we must 
fulfill; 


2 That we define this mission as the responsi- 
bility for preparing a total physical environ- 
ment in harmony with man’s highest aspira- 
tions; 


3 That we recognize that the problems to be 


solved are common to both nations; 


4 That we must work together and exchange 
freely our ideas and experiences; 


5 That it is impossible to conceive the ade- 
quate development of a city without previous 
analysis and knowledge of its region; 


6 That all citizens living along the border dwell 
in a geographical area with similar characteris- 
tics and with common problems of urban pro- 
duction, distribution and consumption; 


7 That these common problems deserve and 
require urgent technical attention to have a 
harmonious development of our cities and re- 
g10ns, 


8 That we agree fully in our objectives and our 
basic ideals in planning and architecture; 


9 That we would transform public indifference 
into civic enthusiasm and isolated activity into 
coordinated effort; 


10 That we propose to create technical border 
commissions to collaborate with our govern- 
ments to further the aims of this charter. 


With a high spirit of human understanding 
we, on this fourth day of November 1960, ap- 
peal to architects and all other citizens of the 
Americas to accept and adopt these principles 
and ideals and to work with us toward their ulti- 


mate fulfillment. 


by John G. Flowers, Jr, 


Executive Director, Texas Society of Architects 


The El Paso 
Congress 


> A unique and historic international congress 
was concluded in El Paso, Texas, November 5, as 
a part of the 21st Annual Convention of the Texas 
Society of Architects. The meeting was unique 
because it represented the first time that the archi- 
tects of two neighboring nations got together to 
discuss positive programs designed to study long- 
range development of their border areas. It was 
historic because of the signing of the “Charter of 
El Paso” and the actual formation and indoctrina- 
tion of a joint Border Planning Commission com- 
posed of Architects of the AIA and the Sociedad 
de Arquitectos Mexicanos (SAM). 

The Charter represents a concise statement of 
joint aims and aspirations of the architects of the 
two nations, as well as a statement of the methods 
of procedure. Its framers felt that this document 
was of such significance that it could serve as a 
model for all nations in the Americas who, like 
the United States and Mexico, enjoy splendid com- 
munity relationships, similar geographic and eco- 
nomic conditions and a desire for abiding peace 
and prosperity. 

The El Paso Congress had its origins in the 
magnificent presentation of the delegates of the 
SAM at the San Francisco AIA Convention in 
April. This ringing challenge to the professional 
men of the Americas to seek out areas of coopera- 
tive endeavor, was one which had to be joined by 
the Executive Board of the Texas Society of Archi- 
tects. In August, Edwin W. Carroll, Convention 
Chairman, and R. Max Brooks, FAIA, were dis- 
patched to Mexico City to initiate contact with 
members of the SAM to explore the possibility of 
a joint program in El Paso. Their enthusiastic re- 
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AIA and TSA officers 
view the Charter of El Paso 


Left to right: Philip Will, Jr, FAIA, Presi- 
dent AIA; L. W. Pitts, Fata, President- 
Flect TSA; Jack Corgan, President TSA; 
Henry L. Wright, Fata, Vice President 


ception by their Mexican colleagues made clear 
that the invitation to meet together in a joint con- 
ference was eagerly desired and assured of com- 
plete success. It was revealed that the SAM had 
spent several years in the study of the problems of 
their border cities, working closely with the Mexi- 
can Government in creating master plans for every 
city on the border. Their thinking on the matter 
was virtually cosmic, since it went not only far be- 
yond mere city planning in its accepted sense but 
also into all phases of the social, economic and cul- 
tural aspects of the development of these impor- 
tant cities and their surrounding regions. It was 
equally clear that the methods of holding a confer- 
ence were quite different in our two countries and 
the problems of language, techniques and proce- 
dures would require a great deal of planning. 

A second exploratory session was therefore held 
in Austin the first week in October with the four 
principal Mexican participants in attendance. Arq. 
Guillermo Rossell who, in addition to his private 
practice serves as Under-Secretary of the Patri- 
monio Nacional, the government agency in charge 
of all federal properties, headed the delegation and 
was asked to give the keynote address in El Paso. 
Also participating were Arg. Ramon Corona 
Martin, who is Chairman of the International 
Affairs Committee of the SAM and on the Execu- 
tive Board of UIA; Hector Mestre, prominent 
architect and active participant in international 
affairs; and Arg. Carlos Contreras, Honorary 
FAIA, whose works in architecture and city plan- 
ning are known in all parts of the world. The TSA 
Executive Committee was joined by President Phil 


Will and Walter T. Rolfe, Houston, who was se- 
lected to serve as the moderator of the interna- 
tional congress. 

The Austin meeting decided upon the format 
of the congress and assigned the speakers. A pre- 
liminary draft of the Charter of El Paso was drawn 
up and the size and scope of the border planning 
group was decided upon. New areas of agreement 
were found between the representatives of the 
two professional societies, and all participants at 
the Austin meeting sensed that the coming con- 
vention had the makings of a truly significant gath- 
ering. 

As the time for the convention drew near, the 
distinguished Lic. Eduardo Bustamante, Secretary 
of the Patrimonio Nacional, one of the outstanding 
cabinet ministers in Mexico, accepted an invitation 
to attend the convention and to make an address. 
At the same time the Governors of the four border 
states, Texas, New Mexico, Arizona and Cali- 
fornia, all expressed interest in the meeting and 
designated official representatives. 

The convention opened with over 200 AIA 
members present and 100 Mexican delegates pres- 
ent, about half of whom were members of the 
SAM, and the balance representatives of the 
Patrimonio Nacional. An additional 300 students, 
guests and friends also attended. The Mexican 
delegation presented a magnificent show entitled 
“4000 Years of Mexican Architecture,” and they 
also had excellent illustrations of master planning 
work already accomplished in their border cities. 
Numerous other publications by the SAM and the 
Patrimonio Nacional were presented, illustrating 
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the scope of outstanding activities in the field of 
architectural planning. 

The address of Lic. Bustamante opened the 
formal sessions on an extremely high plane and 
the philosophical and historic implications of what 


the conference was attempting to do were made 
clear to everyone. Arg. Rossell’s brilliant keynote 
address presented the large picture of the specific 
challenges involved in joint planning activities, 
along with the programs already initiated by the 
SAM and the Mexican Government. Arg. Luis 
Gonzales Aparicio, Honorary FAIA, President of 
the SAM, and Philip Will, Jr, Fata, President of 
the AIA, gave official sanction to the proceedings, 
as well as pointing out the directions to follow in 
further deliberations. 

The deliberative sessions featured five brilliant 
presentations. Arg. Carlos Contreras and Robert 
E. Alexander, FAIA, discussed the architectural 
aspects of the over-all program. Arg. Hector 
Mestre and Charles A. Blessing, ala, President 
of the American Institute of Planners, presented 
the planning details of the entire program. A spe- 
cial presentation by Arq. Enrique Castaneda dealt 
with specific problems of border city planning. 
The final session was an open forum for all dele- 
gates to probe into the fine points of the several 
presentations and to discuss the long range goals 
of the total program as well as the procedures and 
methods of accomplishment. At this session the 
formal proposal to create the Joint Planning Com- 
mission was acted upon. President Will and Presi- 
dent Gonzales Aparicio promptly appointed their 
delegates on the Commission and the first organi- 


US and Mexican architects 
report to Texas Governor 


Left to right: Philip Will, Jr, FAIA, Presi- 
dent AIA; Governor Price Daniel of 
Texas; Arg. Guillermo Rossell, HFAIA; 
standing: Edwin W. Carroll, El Paso; 
Arq. Ramon Corona Martin, HFAIA; Reg- 
inald Roberts, Regional Director; Jack 
Corgan, President TSA; Robert P. Woltz, 
Jr; Arthur Fehr, Fata; R. Max Brooks, 
FAIA; John G. Flowers, Jr; Arg. Hector 
Mestre; Harold E. CALHOUN, FAIA; Arq. 
Carlos Contreras, HFAIA 


zational session was held. Robert E. Alexander 
and Edwin W. Carroll were selected as the AIA 
representatives, and Ramon Corona Martin and 
Carlos Contreras as SAM members. Guillermo 
Rossell was selected as the first Chairman and 
called the initial meeting of the Commission. 

The Charter of El Paso was presented to the 
convention at the formal banquet which closed 
the deliberations. It was formally adopted and 
signed by Jack Corgan, President, TSA; Philip 
Will, Jr, President, AIA; Luis Gonzales Aparicio, 
President, SAM, and other delegates who had 
shared in the efforts to make the program suc- 
cessful. A sense of accomplishment pervaded the 
entire convention. Jack Corgan summed up the 
feeling of the TSA members who had been deeply 
involved in its activities when he said, “The Texas 
Society of Architects considered it a privilege to 
answer the challenge of the Sociedad de Arqui- 
tectos Mexicanos which was offered at the San 
Francisco Convention. We have been privileged 
to pioneer in efforts to bring our professional or- 
ganizations closer together. It is our hope that the 
deliberations here will lead to many such coopera- 


_tive endeavors in the future. We have been but 


the instrument of the AIA in this activity and we 
further hope that the entire Institute will share 
in the cooperative efforts to improve the border 
areas of our two countries.” 

A Mexican delegate said that he felt that the 
whole convention was an example of President 
Eisenhower's person-to-person diplomacy and 
thought that international relations had been bet- 
tered for years to come because of the meeting. <4 
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Theodore Irving Coe, FAIA 


> Theodore Irving Coe, FAIA, architect, long time 
leader in the building industry and Technical Sec- 
retary of the Institute, died November 12 at the 
age of 88 following a short illness. 

Mr Coe came to Washington in 1932 to super- 
vise construction of the US Supreme Court Build- 
ing and upon its completion he assumed the dual 
functions of Technical Secretary of The American 
Institute of Architects and Executive Secretary 
of the US Construction League. 

He was Chairman of the Board of Zoning Ad- 
justment for the District of Columbia for twenty 
years and an organizer and first President of the 
Washington Building Congress. 

In 1956 he received the Edward C. Kemper 
Award of the AIA, made annually for outstanding 


Harold Reeve Sleeper, FAIA 


contributions to the profession or to the Institute. 
An AIA member since 1922, Mr Coe was ad- 
vanced to the rank of Fellow in 1953. In 1955 he 
received the Award of Recognition from the Pro- 
ducers’ Council and an award for contributions to 
the advancement of modular building. 

Through the years he chaired or served as a 
member of numerous technical committees con- 
nected with the building industry, edited “The 
AIA Standard Filing System and Alphabetical 
Index” and prepared technical news and bibliog- 
raphy for the Institute and industry publications. 

Ted Coe’s great fund of information and ex- 
perience, and his twinkling wit, will be sadly 
missed by visitors to the Octagon and by the 
Octagon staff. < 


> The Journal notes with sorrow the death on 
November tenth of Harold R. Sleeper, Fata, archi- 
tect, author, teacher, lecturer, and past president 
of both the New York Chapter AIA and the Archi- 
tectural League of New York. Sleeper’s name is 
known in every architectural drafting room in the 
country as that of the co-author of “Ramsey and 
Sleeper,” a book which originated thirty years ago, 
and which through several up-dated editions has 
become a drafting room bible. His other books on 
specification writing and design standards are 
equally known. 

Harold Sleeper was active on many national 


AIA committees, principally the Public Relations 
Committee, and had been Chairman of the New 
York Chapter PR Committee and a member of 
the PR Committee of the New York State Asso- 
ciation of Architects. His activities in the civic 
affairs of New York City led to his being ap- 
pointed by Mayor Wagner in 1958 to a five-year 
term as a Commissioner of the Board of Stand- 
ards and Appeals—one of two architect-members. 
To this editor he was “Snooze,” a friend since 
the early days in New York thirty-five years ago, 
and there never was a more cheerful and loyal 
friend. < 
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DO YOU KNOW YOUR DOCUMENTS? 


Extent of 
an Architect’s Decisions 


B Y W I L L | A M S 7. A N L E Y P A R K E R 9 F A I A ie Consultant to the Institute on Contract Procedures 


> Article 39 of the General Conditions is entitled 
“Architect’s Decisions.” It states that “The Archi- 
tect shall, within a reasonable time, make de- 
cisions on all claims of the Owner or Contractor 
and on all other matters relating to the execution 
and progress of the work or the interpretation 
of the Contract Documents.” This provision is 
certainly all inclusive. 

It has been held by some that the Architect 
will be stepping out of the field of his competence 
if he decides or interprets any legal question. The 
provision quoted above defines his “field of re- 
sponsibility.” Is it proper to assume that this field 
of responsibility is to be limited to his field of 
competency? If so, how would the individual’s 
competency be defined? 

No individual architect is actually competent, 
in a total sense, in connection with all the technical 
fields of knowledge and experience involved in the 
construction of a building under present condi- 
tions. For this reason the Standard Forms of Own- 
er Architect Agreement makes special provision 
for the services of engineers for normal plumbing, 
heating, electrical or other mechanical work and 
also for the services of special consultants other 
than those just mentioned. 

The Architect is a controlling factor in the 
administration of a construction operation but he 
is not omniscient. In spite of a recent court case 
in which it was held that the Architect had no au- 
thority to delegate responsibility for the perform- 
ance of his duty to supervise the work of the 
Contractor and Subcontractors, the standard 
agreement forms make it abundantly clear that he 
acknowledges that he has not personally designed 
and specified, for instance, the heating and air- 


conditioning plant, or the electric installations, 
and looks to his consultant engineers for the prop- 
er design and construction of these facilities. In 
so doing, however, he does not evade his own 
responsibility to the Owner for such installations. 

The same situation must be assumed to exist 
in connection with legal matters. He will have his 
own lawyer, but his agreement with his Client 
states specifically that the Owner shall provide all 
legal advice and services required for the opera- 
tion. If it becomes necessary for the Architect to 
make a decision regarding a claim by the Heating 
Subcontractor, he will, of course, confer with his 
heating engineer as to the facts and render such 
decision as the facts submitted seem to warrant. 
Similarly if a question develops that seems to in- 
volve a legal technicality, he will presumably con- 
fer with his or his owner's lawyer for assistance 
in arriving at a decision. It is assumed that before 
his final decision is made, the Architect will have 
considered the matter in detail with the Contrac- 
tor, and if the Contractor so desires, together with 
the Contractor’s lawyer. 

His owner's lawyer will, of course, have a spe- 
cial concern for his client’s interest, but the Archi- 
tect must render an impartial decision. Article 38, 
“Architect’s Status,” notes that the Architect shall 
use his powers under the contract to enforce its 
faithful performance by both parties. 

It is in this field of responsibility for decisions, 
in matters involving the Owner’s interests as well 
as the Contractor’s, that the ethical standards of 
the profession press most insistently on the Archi- 
tect. He is employed by the Owner but his deci- 
sions must be impartial. Here is the final test of 
the Architect’s moral and ethical stature. < 
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The Squirrel Cage 


This pertinent and highly amusing bit was sent to us by 
Morris Lapidus, AIA, who received it from a friend 
travelling in Greece. It apparently originally appeared in 


an English-language newspaper printed in Athens—which 


by Douglass Welch 


is all we know. We salute the author and the unknown 


newspaper! 


> There is a new theory about architect-client 
relationships in the residential field. Your architect 
should come and live with you a while before he 
designs your new home. He should know your 
attitudes, moods and living habits. He ought to 
know your wife. It is too much to ask him to 
understand her, of course, but he should know 
how she keeps house. It’s a good thing, too, if he 
attends one or two cocktail parties in your home. 
This will give him some idea of the nudnicks you 
know. 

Your architect lives with you for two weeks, 
say, then goes away for a week of rest, under 
sedation, in the country. Then he returns to his 
office and draws up your plans. “I have observed,” 
he says, “that your daughter sits in automobiles 
with boys out in front of your house late at night 
and I have noticed that you frequently rise from 
your bed and shout out the window to her. I think 
we can help you here. I have put a little window 
beside your bed which will obviate your getting 
out, and we will install a loud-speaker system here 
which you can beam directly at a boy’s car. . .” 

“Gee, that’s wonderful,” you say. 

“I have also observed,” your architect goes on, 
“that your teenage son stands in the shower until 
he has used up all the hot water. We will fool him 
in your new home by installing two independent 
hot water systems, a small one for him and a secret 
one for everybody else. This second, private sys- 
tem will be operated by locked valves concealed 
behind secret sliding panels. Your son may wonder 
why there is hot water for everybody else in the 
house although his own shower is running cold, 
but I have studied your son and I am convinced 


that he is not smart enough ever to figure it 

And you will say, “Gosh, it was a wonderful 
day that you came to live with us. . .” 

“What about my wife?” you ask your architect. 

“Frankly,” he says, “I don’t think much can be 
done about your wife. You're stuck with her. 

“With your wife in mind, however, I have de- 
signed a kitchen four feet square, just large enough 
to make toast and heat up TV dinners. I have 
observed that’s all you ever eat around your house. 
I have also provided for two complete bathrooms 
off the master bedroom, and yours will be locked 
and there will only be one key. I want to warn you 
that if you ever let your wife have access to your 
bathroom it will start looking like her bathroom 
in a very short time.” 

And you say, “I know, I know. You’ve thought 
of everything.” 

And then your architect says, “There is one 
thing more. I have observed your family at home 
and I have observed you at cocktail parties, and 
I would say that you all deserve one another. If 
I had been your wife, | would have shot you dead 
that night you rolled up your pants legs and put 
on a lamp shade and sang ‘Oh, You Dwate Big 
Bootiful Doll.’ May I say that you are the biggest 
bore, the loudest drunk and the stupidest client— 
with money—that I have ever had? I will hand 
you these plans and I will never see you again. 
If we must communicate in the future, it will be 
by postcard. If I ever see that rubber mouth of 
yours again, I will punch you right in the nose . . .” 

We have chosen here a rather extreme case to 
illustrate how the new theory might fail. But it 
should be evident to you that it is much better 
for the architect to stay in his office and visualize 
his clients as a decent, happy, well-adjusted 
American family, deserving a dream-type home. 
Don’t make the house fit the family. Make the 
family. There is such a thing as knowing a family 
too well. 
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Moulin Studios 


NATIONAL 
COUNCIL OF 
ARCHITECTURAL 
REGISTRATION 
BOARDS 


The Journal takes pleasure in introducing a new monthly feature—a page de- 
voted to the well-known but little-understood NCARB. It is hoped that these 
columns will inform the profession more widely on just what this essential 


group is doing and why it is so important 


> The National Council of Archi- 
tectural Registration Boards was 
organized forty years ago, and the 
San Francisco Convention in April 
1960 was its Thirty-ninth Annual 
Convention. Through these many 
years the NCARB has enjoyed a 
steady growth, rendering valuable 
services to the profession of archi- 
tecture. In spite of such a long ex- 
istence, the majority of licensed 
architects have little knowledge of 
the Council and its varied func- 
tions. 

To the members of its member 
state boards, the Council has sup- 
plied frequent /nterim Reports in- 
forming as to Council activities and 
programs, but the rank and file of 
licensed architects have had little 
contact with the Council; its exist- 
ence and purpose therefore remain 
only as a hazy picture. 

Council officers and directors 
have long been aware of this situa- 
tion and various plans have been 
considered to better inform all of 
our architects as to the Council. 
Through the generous offer of the 


Editor of the AIA Journal, pro- 
posal has been made for use of the 
Journal with its coverage of the 
more than 13,000 Institute mem- 
bers, to tell more of the story of 
The National Council of Archi- 
tectural Registration Boards. It is 
hoped that it may prove of interest 
and value to many readers. 

It was 1897 when the first archi- 
tectural licensing law in America 
was passed, and this was accom- 
plished by the State of Illinois. In 
1901 a regulating law was also 
passed by the State of California, 
followed in 1902 by the State of 
New Jersey. Gradually other states 
saw the value of such laws and 
slowly one state after another intro- 
duced architectural governing acts, 
until in 1956 every state of the 
Union, all its territories, the Dis- 
trict of Columbia, and the Canal 
Zone had adopted licensing laws. 

Because each such law was en- 
forced by its own appointed board, 
there resulted, very understandably, 
wide variations in the requirements 
of each and in the type of examina- 


tions given for licensing an archi- 
tect. Confusion and hardships were 
thus inevitable, particularly among 
architects in adjoining states and 
in transfer of a license from one 
state to another. It was this con- 
dition that prompted a few far- 
seeing and devoted board members 
to seek relief, and in 1920 in St. 
Louis, Missouri, there was thus 
formed the National Council of Ar- 
chitectural Registration Boards, 
with Emil Lorch as President and 
Emory Stanford Hall as Secretary. 

This new Council sought meth- 
ods for the transfer of examination 
credits from one state to another 
and further to assist other states in 
the preparation of state laws. Such 
a purpose was clearly stated in the 
Council’s constitution in the fol- 
lowing words: to promote 
high standards of preparation for 
architectural practice; to foster en- 
actment of laws pertaining to the 
practice of architecture; to equalize 
and improve the standards for the 
examination of applicants for state 
registration and licenses; and to 
compile and transfer records to fa- 
cilitate architectural registration 
and/or licensing between states.” 

Under the guidance of present 
and past officers, the NCARB 
has steadily advanced in stature, 
through an ever-widening scope of 
service to the architectural profes- 
sion. Later releases in the Journal 
will give more details of such Coun- 
cil progress in particular as to its 
new structure, its revised By-Laws, 
its governing board, its committee 
functions, its research and studies 
as to better types of examinations, 
etc. Also to be considered is the re- 
lationship between the NCARB and 
the AIA, its interests in the Associ- 
ation of Collegiate Schools of Ar- 
chitecture, and lastly, the forma- 
tion and operation of the National 
Architectural Accrediting Board 
through joint sponsorship of the 
AIA, the ACSA and the NCARB. 

The NCARB Committee on In- 
terim Reports and Releases to Pub- 
lications: C. J. Paderewski, lA, 
Earl L. Mathes, ata, A. Reinhold 
Melander, aia and Walter F. Mar- 
tens, FAIA, Chairman. 


First row: Chandler Cohagen, Fala, 
Second Vice President; Walter Mar- 
tens, FAIA, President: A. Reinhold 
Melander, ala, Fist Vice President: 
Ralph Mott, ata, Secretary. Second 
row: Directors Paul Drake, ata, and 
C. J. Paderewski, aia; Edgar Berners, 
FAIA, Past President; John Brenner, 
ata, Treasurer; James Sadler, ata, Ex- 
ecutive Director. Not present, Morton 
Ironmonger, Ata, Director 
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New 


Executive 


Director 


~ William H. Scheick 


introduces himself to the membership 


> I am delighted and honored to assume the 
duties of Executive Director of The American 
Institute of Architects. | am delighted because it 
brings me to the nerve center of our profession. 
I am honored because I was selected by our Board 
of Directors to build on the distinguished accom- 
plishments of Edmund R. Purves, who, I am 
happy to say, will remain with us as Consulting 
Director. 

This page offers me my first opportunity to give 
you a sample of my concepts of the profession and 
the Institute; my philosophy concerning the func- 
tion of the Octagon; and my feelings about the 
teamwork which should exist between the Insti- 
tute membership and the Octagon staff. 

The Profession and the AIA: | feel we must 
improve the “image” of the architect (forgive the 
Madison Avenuese) in the minds of the public 
and the building industry. One buys our services; 
the other we depend upon for the realization of 
what we create. No matter how we picture our- 
selves, we still fight to dispel the idle notion that 
we adorn the surface of buildings and think them 
up on the back of envelopes. We must work at 
every level of the Institute to create that under- 
standing of our profession which will benefit both 
the practitioner and the public he serves. 

Perhaps our own “image” of the profession 
resembles too much a collective portrait of dis- 
tinguished practitioners. Many members of AIA 
are in this category, providing a proud feeling of 
association to those of us who are not. All of us 
know that the profession also comprises many 
talented men who are not principals in firms, 
many indispensable specialists who are not de- 
signers, and even “captive” architects who put 
their unique training to work elsewhere in the 
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building industry. These educated, often dedicated 
men, were set apart from the rest of humanity by 
the same calling that lured the practitioners. And 
many of them—I wish all of them—are members 
of AIA. 

The AIA and the Octagon: On the premise just 
stated, the Octagon must be the most effective 
instrument of service possible to the entire pro- 
fession. Every program, every publication must be 
continually assessed for its worth, examined for 
improvement, and compared with new services 
which might be better. From a fairly intimate ex- 
perience with national associations in Washington, 
I believe that a society’s headquarters must not do 
two things: (a) Aggrandize itself as a self-perpet- 
uating bureau, and (b) fall into the slough of 
doing only precisely what is asked of it. The suc- 
cessful headquarters will carry out the will of the 
membership as expressed through the policies of 
the Directors, and give its share of leadership with 
clear statements of constructive ideas generated or 
stimulated by the staff. 

Institute-Octagon Teamwork: Successful team- 
work between the Institute and the Octagon can 
be generated through the committee structure of 
the AIA. The committees of AIA members are 
the nerve fibers of the Institute’s thinking mecha- 
nism. A dynamic committee structure might also 
be compared with a tree which must be pruned for 
vital growth, trimmed of dead wood, and grafted 
to provide quality as well as quantity of yield. 
Committees originate, the Board decides, and the 
staff expedites. 

Above all, I feel that the teamwork of our col- 
lective effort must aim at constant elevation of 
the profession. I agree with President Philip Will 
that the most critical days of our profession lie just 
ahead. What are the limits of architecture when a 
highly urbanized nation must rebuild itself? Can 
we individually become so occupied with the cre- 
ation of buildings that we fail to see the city? Must 
we then so fully consume our imaginative efforts 
that we have none left for the improvement of the 
profession itself? 

I firmly believe that every AIA member has this 
surplus of imagination, needing only encourage- 
ment to express his ideas for the profession. The 
Octagon serves as a reservoir for generating action 
on ideas only so long as tributaries continue to feed 
its source. The tributaries are the accumulated 
knowledge and ideas of those members with some- 
thing of value to say. This is your invitation to 
say it. < 
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Library Notes 


The Eastern States 

Having had a list of books on 
the architecture of American cities, 
it seems appropriate to have one 
on the architecture of the states. 
Because of amount of material, this 
is limited to states east of the Mis- 
sissippi. Usual terms for lending to 
corporate members apply: fifty 
cents for first volume, twenty-five 
each additional. 


HAMMOND, RALPH C. 

Ante-bellum mansions of Ala- 
bama. N. Y., Architectural Book 
Co., 1951. 196 p. 


GARVAN, ANTHONY N. B. 
Architecture and town planning 

in colonial Connecticut. New Hav- 

en, Yale Univ. Press, 1951. 166 p. 


KELLY, JOHN F. 
Early Connecticut architecture. 

First and second series. N. Y., W. 

Helburn, 1924-1931. 2v. 


—The early domestic architecture 
of Connecticut. New Haven, Yale 
Univ. Press, 1924. 210 p. 


NATIONAL SOCIETY OF THE COLO- 
NIAL DAMES OF AMERICA. CONNEC- 
TICUT 

Old houses of Connecticut. New 
Haven, Yale Univ. Press, 1923. 
519 p. 


BENNETT, GEORGE F. 

Early architecture of Delaware. 
Wilmington, Historical Press, inc., 
1932. 213 p. 


FLORIDA architecture. 1939, 1948, 
1952, 1953, 1957, 1958/59, 
1960. Miami Beach, Florida. 
1939-60, 7v. 


NICHOLS, FREDERICK D. 

The early architecture of Geor- 
gia. Chapel Hill, Univ. of N. Caro- 
lina Press, 1957. 292 p. 


BURNS, LEE 

Early architects and builders of 
Indiana. Indianapolis, Indiana His- 
torical Society, 1935. 179-215 p. 
(Indiana Hist. Soc. Publ.v.11 no. 3 


NEWCOMB, REXFORD 

Architecture in old Kentucky. 
Urbana, Univ. of Illinois Press, 
1953. 185 p. 


—Old Kentucky architecture. N. 
Y., W. Helburn, 1940. 130 p. 


LAUGHLIN, CLARENCE J. 

Ghosts along the Mississippi, an 
essay in the poetic interpretation 
of Louisiana’s plantation architec- 
ture. N. Y., C. Scribner’s Sons, 
1948. 22 p., 100 plates. 


SPRATLING, WILLIAM P. 

Old plantation houses in Louis- 
iana. N. Y., W. Helburn, 1927. 
162 p. 


FORMAN, HENRY C. 

Early manor and plantation 
houses of Maryland. Easton, Md., 
Priv. print., 1934. 271 p. 


—Tidewater Maryland architecture 
and gardens. N. Y., Arch. Bk. Pub. 
Co., 1956. 208 p. 


WORTHINGTON, ADDISON PF. 

Twelve old houses west of Ches- 
apeake bay. Boston, Mass., Rogers 
and Manson, 1918. 51 p. 


HOWELLS, JOHN M. 

The architectural heritage of the 
Merrimack. N. Y., Arch. Bk. Pub. 
Co., 1941. 229 p. 


POOR, ALFRED E. 

Colonial architecture of Cape 
Cod, Nantucket and Martha's Vine- 
yard. N. Y., W. Helburn, 1932. 
135 p. 


DE LAGERBERG, LARS 


New Jersey architecture, colonial 
& federal. Springfield, Mass., Priv. 
print. by W. Whittum, 1956. 


REYNOLDS, HELEN W. 


Dutch houses in the Hudson val- 
ley before 1776. N. Y., Payson and 
Clark, Itd., 1929. 467 p. 


BAILEY, ROSALIE PF. 
Pre-revolutionary Dutch houses 
and families in northern New Jer- 


sey and southern New York. N. Y., 
W. Morrow, 1936. 612 p. 


JOHNSTON, FRANCES B. 

The early architecture of North 
Carolina. Chapel Hill, Univ. of N. 
Carolina Press, 1947. 290 p. 


DICKSON, HAROLD E. 

A hundred Pennsylvania build- 
ings. State College, Pa., Bald Eagle 
Press, 1954. 


RAYMOND, ELEANOR 

Early domestic architecture of 
Pennsylvania. N. Y., W. Helburn, 
1931. 158 p. 


STOTZ, CHARLES M. 

The early architecture of western 
Pennsylvania. N. Y., W. Helburn, 
1936. 290 p. 


HITCHCOCK, HENRY R. 

Rhode Island architecture. Provi- 
dence, Rhode Island Museum Press, 
1939. 69 p. 


STONEY, SAMUEL G. 
Plantations of the Carolina low 

country. 4th ed. Charleston, S. C., 

Carolina Art Assn. [1955] 247 p. 


COCHRAN, GIFFORD A. 

Grandeur in Tennessee; classical 
revival architecture in a pioneer 
state. N. Y., J. J. Augustin, 1946. 
132 p. 


GARDEN STUDY CLUB OF NASHVILLE 

History of homes and gardens of 
Tennessee. Nashville, Tenn. Parthe- 
non Press, 1936. 503 p. 


CONGDON, HERBERT W. 


Old Vermont houses. N. Y., A. 
A. Knopf, 1946. 192 p. 


NICHOLS, FREDERICK D. 
Architecture in Virginia, 1776- 
1958: the Old Dominion’s twelve 
best buildings. [Richmond] Va. 
Museum of Fine Arts, 1958. 


ROTHERY, AGNES E. 


Houses Virginians have loved. 
N. Y., Rinehart, 1954. 319 p. 


WATERMAN, THOMAS T. 


Domestic colonial architecture 
of tidewater Virginia. N. Y., C. 
Scribner's, 1932. 191 p. 


—The mansions of Virginia, 1706- 
1776. Chapel Hill, Univ. of N. 
Carolina Press, 1946. 456 p. 


STRONG, SOLANGE 

Old stone houses of Loudoun 
County, Virginia. [Leesburg, Va.] 
1950. 38 p. 
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Works of Affonso Eduardo Reidy. 
Klaus Franck. New York, Prae- 
ger, 1960. 144 pp illus. 10%” x 
9”. $11.50 


Less well-known here than Nie- 
meyer, Reidy’s bold, curvilinear 
architecture and townplanning il- 
lustrated in these twenty projects 
(1930-1957) show him to be one 
of the Brazilian stars. Giedion’s 
introductory essay comments on 
Reidy’s concern for matters of 
climate and topography. His work 
is indeed characterized by constant 
design experimentation with natural 
ventilation and sun control, as well 
as structural and planning adapta- 
tions to brutally rough sites. Most 
noteworthy perhaps is his sense of 
space design with penetrations of 
horizontal planes enlarging vertical 
spaces and providing interesting, 
often noncartesian, frames for “the 
beyond” of each view. This is done 
without the soft mystery of Japanese 
veiling of space limits—Reidy’s ar- 
chitecture is edgy and large-scale 
in bold, sometimes stark, formal de- 
sign. This vertical enlargement is 
important in today’s architecture 
which has the unlimited means (air- 
conditioning, electric lighting) and 
incentive of squashing us into eco- 
nomical layers of “under-a-rock” 
existence. 

Reidy’s theaters and museums 
seem far above the average in func- 
tional understanding although the 
small scale of the sections il- 
lustrated does not permit much 
analysis. The vertical sightlines 
shown in the drawing of the small 
community theater in Rio would 
cut off actors and dancers at the 
knees for half the audience. None 
of the theater designs indicates the 
important stage-lighting locations 
on auditorium sidewalls although 
some of them provide useful first- 
beam slots overhead. 

The Museum of Modern Art at 
Rio (begun 1954) is a stunner— 
a spectacular free-space (85’ x 
427’) for exhibitions, well related 
to a future thousand-seat theater 
and a lower administrative and edu- 
cational wing (completed). The 
museum concept is enlightened by 


consideration of exceptional views 
out over Rio’s celebrated harbor- 
scape. This is no dim catacomb 
for ecstatic ritual before some arti- 
facts. It will be instructive to see 
if museum direction will be equal 
to handling this challenge of com- 
petition. 

The schools show a less sure 
grasp of the realities we have to 
face here. Of course, the light is 
brilliant but we have schools in 
Florida, the southwest and in Cali- 
fornia—and we suspect our day- 
lighting design is better. I know 
we would never get away with 
the extravagant, if handsome, rein- 
forced concrete bents of the twen- 
ty-classroom experimental school 
Brazil gave to Paraguay for their 
university city with the delightful 
trochaic name, Yta-Pyta-Punta. 

Reidy’s large-scale public hous- 
ing communities are greatly in- 
fluenced by Le Corbusier, perhaps 
more so than his _ less-repetitive 
designs for individual building 
types. Extensive community facil- 
ities are provided—clinics, laun- 
dries, pools, schools and nurseries. 

Reidy is most fortunate in his 
free-wheeling collaborators in the 
applied arts, landscape, ceramic 
mosaic, textiles. Roberto Burle- 
Marx, Candido Portinari and others 
seem to have exactly the right touch 
to complement the architect’s flair 
for structure and form. 

Text and captions are in Ger- 
man and English with obviously 
non-technical translation for the 
latter. The best part of the text is 
the brief excerpt from the archi- 
tect’s own outline of the program 
for the Museum of Modern Art 
in Rio. The illustrations are ex- 
cellent. E.P. 


Construction Contracting. Richard H. 
Clough. New York, John Wiley 
& Sons, Inc. 1960. 382 pp 


This up-to-date and comprehen- 
sive book should be in the library 
of progressive contractors. Many of 
the subjects treated are of interest 
to architects. These statements rep- 
resent the contractor's point-of- 


view, but with most of them archi- 
tects will agree. 

The following statement illus- 
trates the author’s cooperative 
attitude: 

“A factor of considerable sig- 
nificance to the contractor is the 
reputation of the architect-engineer 
for fairness and honesty. The archi- 
tect-engineer, who occupies a posi- 
tion of great responsibility and 
trust, has the dual obligation of 
protecting the owner’s interest at 
all times and insuring that the con- 
tractor receives fair treatment. Con- 
tract documents are drawn up prin- 
cipally for the protection of the 
owner, and the contractor must 
place considerable reliance upon 
the integrity of the architect-engi- 
neer. A contractor who feels that 
the architect-engineer will treat him 
fairly and honestly can bid con- 
siderably better prices on the proj- 
ects of that architect-engineer than 
he can on those of another concern 
which has the reputation of unrea- 
sonable interpretations of contract 
documents or of consistent discrimi- 
nation against the contractor in any 
and all disputes.” 

A good word is pronounced re- 
garding the economy of modular 
coordination, and the recommended 
method of approving products as 
substitutes for those specified is 
similar to that recommended in the 
AIA Handbook of Architectural 
Practice. The chapter on estimating 
is complete except for cost data and 
approximate methods. Cost data 
might well be the subject of a sepa- 
rate volume. Other subjects included 
which should be of special interest 
to architects are: 

5.19 Unfair Provisions (of speci- 
cations) 

7.35 The Job Inspector 

10.4 Business Risks 

12.28 Approval of Shop Drawings 

12.30 Inspection 

If all contractors were guided by 
the precepts set forth in this book, 
the work of architects would be 
more pleasant. C.H.C. 


The Weather-Conditioned House. 
Groff Conklin. New York, Rein- 
hold, 1958. 238 pp illus. 8%” 
x 11%.” $14.75 


While this book assembles a lot 
of data on climate-fighting (‘en- 
vironmental control”): thermal 
(winter and summer), moisture. 
acoustics and deterioration control 
— it gives an impression of tech- 
nical indigestion. Information de- 
sign is a difficult art not attained 
just by increasing type-size in tables. 
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Orderly sequence of information 
for use in design is the secret. Here 
there is too much flipping back-and- 
forth for this or that factor because 
the columns of general text keep 
right on going, tables or no. Writers 
and editors have often been misled 
by such imagined values of “read- 
ability.” 

The reader also may feel a justi- 
fiable suspicion that the “ASHRAE 
Guide” may give in annually re- 
vised form much of this thermal 
and moisture control design infor- 
mation, which, including manufac- 
turers’ illustrations is the major 
part of this book. 

There are a few typographic 
errors and while the word “thermo- 
stat” appears in a glossary, if not 
in the index, nowhere is there in- 
formation on proper location of 
this essential and temperamental 
gadget. 

The introductory section gives 
brief recognition to the values of 
designing with the climate, and 
mentions some of the designers who 
have worked and written toward 
this objective, but many more pages 
describe the expensive armament 
and weapon systems devised by 
current technology for protection 
against climates which seem gen- 
erally hostile. E.P. 


The Renaissance Stage. Barnard He- 
witt, Editor. Coral Gables, Uni- 
versity of Miami Press, 1958. 
256 pp illus. 6%” x 9%”. $5.50 


This is Number | in the Rare 
Books of the Theatre project of the 
American Educational Theatre As- 
sociation (AETA), an organization 
of teachers and technical experts 
in university and school theatres 
and drama departments. The three 
illustrated documents here offered 
in translations by Allardyce Nicoll, 
John H. McDowell and George R. 
Kernodle are the major sources of 
information about stage scenery 
and scenic pyactice in the Italian 
Renaissance theatre. The originals 
date as follows: Serlio (1545)— 
Sabbattini (1637-1638) and Furt- 
tenbach (1627-1663). 

The importance of these docu- 
ments to the theatre as we know it 
is stated in the introduction: 

“Our modern theatre originated 
in the perspective theatre of Italy. 
The auditorium, the stage setting, 
the proscenium, the curtain, the 
musician’s pit—the whole tradition 
took form between 1500 and 1650 
and has undergone only a gradual 
evolution since. . . .” (of this, more 
later). 


There followed a long period in 
which the painted flat wing scene 
took over in place of the fixed or 
pivoted Baroque architectural sets 
explained at length in these trea- 
tises—and during which later time 
the stage picture became essentially 
two-dimensional. In the earlier pe- 
riod discussed here, the emphasis 
was on marvels and stage tricks on 
a deep, sloping stage with architec- 
tural sets in sharply forced perspec- 
tive. It was illusionistic space for 
spectacles of stormy waves, actor- 
bearing clouds, the smoke and flame 
of hell, wind, thunder and rain 
(even perfumed showers upon the 
courtiers in the audience at the end 
of what must have been a_ hot, 
sticky séance in which vinaigrettes 
were probably held up under dainty 
noses. ) 

Sebastiano Serlio’s brief essay de- 
scribes and illustrates plan, cross- 
section and typical scenery for such 
performances staged in large halls 
or courtyards. 

The two “books” by Nicola Sab- 
battini are practical how-to-do-its 
of considerable fascination in their 
explanation of stage planning and 
stage effects. His comments are 
three hundred years old—but listen 
to this concept of responsibility: 

“. .. the architect must go in per- 
son to inspect the site, taking with 
him good master masons and brick- 
layers in whom he has confidence, 
and diligently examine again the 
capacity of this place. After this 
the masons will look at the beams, 
the vaults and the roofs to see if 
they are sound and able to bear the 
weight of the stage floor, the ma- 
chines and the spectators, and es- 
pecially must this be done when 
princes are expected in the com- 
pany. ... 

“. . . When he has received the 
reports of the workmen, the archi- 
tect will give order . . . to put mat- 
ters to right, always maintaining a 
watchful eye himself and often 
going personally to supervise the 
work. He will show confidence in 
all, give good words to all, yet put 
complete trust in none... .” 

Heads must have rolled. His 
specs for stage framing called for 
12x12s 4’ oc with “many strong 
props set close together” if for 
morris-dances! The NFPA would 
have had fits at the open oil-lamps, 
candles, hell-flames, and Nicola’s 
sly suggestion that to distract the 
audience during a scene-change a 
“confidential person” sent to the 
rear of the hall might pretend that 
some of the beams supporting seats 
were in danger of breaking! 


To return to the statement from 
the introduction concerning the 
origin of the “modern” theatre and 
“only a gradual evolution” since 
the 1650 theatre—we cannot omit 
reference to persistent awareness on 
the part of some theatre people that 
there are values in presentation in 
the round. According to some, this 
concept of space-play may require 
a combination of more design and 
dramatic imagination and less ex- 
pensive equipment which has made 
it repugnant to two large groups— 
those who are not endowed with 
much D & D I and those who are 
interested in lots of equipment, pri- 
marily for lighting and its elaborate 
control. 

The tradition of the picture-box 
proscenium comes from the Italian 
Renaissance stage herein described. 
The tradition of the arena stage is 
centuries older and is not only 
more sophisticated but undoubtedly 
a higher fulfillment psychologically 
of the objectives of theatre. There 
is an important relation here as 
well to the substance of architec- 
ture. E.P. 


LeCorbusier 1910-60. Boesinger and 
Girsberger. New York, Witten- 
born, Inc, 1960. 329 pp illus. 
$15.00 


The authors of this book are so 
modest that nowhere in their book 
do they reveal their first names. 
And well they might be. Their text 
to this profusely illustrated cata- 
logue of LeCorbusier’s work to 
date, presented in French, English, 
and German, is almost indistin- 
guishable from the architect’s own 
highly personal, subjective and aph- 
oristic comments summarized in 
his autobiography (“Creation Is A 
Patient Search”), simultaneously 
published by Praeger. It is never- 
theless recommended for all art and 
architecture shelves because it is a 
more comprehensive index to Le- 
Corbusier's work, and because it is 
superbly printed and well organized 
(by building types, major projects, 
planning schemes, and art works). 

W.V.E. 


In the review of Esther McCoy's book 
Five California Architects published in the 
November 1960 book issue of the Journal 
the name of Randell L. Makinson who 
should have been given credit for the impor- 
tant chapter on Greene and Greene was 
inadvertently omitted. In 1956 Mr Makinson 
received a Rehmann Scholarship from the 
AIA to study the work of the Greenes and 
is now preparing a full-length book on their 
work. 


Aa 


1961 


4a 
eal 
==. it 
> 
7 
if 
he 
q 
¥ 
cal 
q 
65 
| 
4 
- 


Editor’s Page 


JOURNAL 


A 


Al 


> Reading Tom Creighton’s “P.S.” 
in the November P/A, in which he 
reminisces about the days in 
Schultze and Weaver's office and 
his architectural aberrations there- 
in, prompts me to a confession of 
one of my professional sins: I stole 
a client from Leonard Schultze. 
Not, I console myself, that it ever 
hurt Mr Schultze any—in fact, 
I'm sure my theft relieved him of 
what would have been only head- 
ache jobs to him. But I stole him 
just the same. 

It was during the late twenties, 
the client was Arthur Brisbane. 
There are many people who re- 
member that brilliant Hearst editor 
(and even more brilliant real es- 
tate investor), whose column ap- 
peared on page one, column one 
of more papers than any other 
writer, living or dead. S & W were 
designing an apartment house for 
him at 102nd Street and Fifth 
Avenue, very tastefully wrapped up 
in Romanesque details, which I 
¥%rd and full-sized (we were work- 
ing on the Hotel Lexington at the 
time and the style carried over-— 
or was it the other way around?). 

Mr Brisbane, or AB as he was 
known to his associates (meaning 
underlings), of which I ultimately 
became one, wanted to build a 
house in Allaire, New Jersey, in 
a scrubby sand and pine area 
where he owned half a county or 
so. So, one architect being just the 
same as another to him, AB asked 
Schultze to design it for him. 

Now there never was a more ac- 
complished planner of intricate ho- 
tel and apartment layouts than the 
late Gene Meroni, who did practi- 
cally all that work in the Schultze 
office. But a big country house com- 
pletely baffled him. However, he 
quickly produced a spreading plan 
in the form of two Ys, placed end- 
to-end, and AB, with no taste in 
such matters, approved it. As a 
young fellow who felt he had a flair 
for country house work, I groaned 
when I saw it, but I plucked up my 
courage and asked Mr Schultze if 
he would let me handle it — for I 
thought maybe I could pull it out 
of the fire. The old gentleman was 
surprised that anyone would want 
to handle such a job, and gave it to 
me gladly. But it was too late. I 
could only execute what Gene had 
planned, and in later years, when I 


was frequently a guest in the house, 
I suffered agonies over the senseless 
sequence of rooms and the absurd 
circulation. But AB was happy, he 
never knew the difference. 

All this brought me into fre- 
quent contact with the great editor, 
so I soon found myself designing 
and detailing his own apartment 
in the building on Fifth Avenue, 
which occupied the three top floors. 
Frankly, it was pretty awful stuff— 
like the interiors of the Lexington 
(which I also detailed!) 

The house completed, AB 
wanted to build something else at 
Allaire. This time it was to be a 
tower. It seems he'd always wanted 
a tower. His father, Albert Bris- 
bane, a socialist philosopher and a 
bit of a radical in his time (Brook 
Farm, Fourier and that sort of 
thing) had always wanted a tower, 
having acquired the taste from 
Nathaniel Hawthorne, who had a 
tower. So AB wanted a tower. 

I couldn’t grab that one. It had 
to go through the S & W mill. Gene 
planned it, a big thing perhaps 
forty feet square and six stories 
high, steel frame, with elevator. 
Then it was turned over to Bill 
Sunderland to design. Bill was chief 
designer, Lloyd Morgan had just 
come to design the Waldorf—after 
Sundy had proved too archeologi- 
cal. So Sundy put Independence 
Hall (with a steeple) on top of 
poor AB’s tower. I got the job 
of doing the working drawings—a 
beautiful job of colonial detailing, 
if I do say so, but my heart wasn’t 
in it for I knew it would never get 
built. It didn’t. The bids were fan- 
tastic and AB sorrowfully gave it up. 

Now I must confess to where my 
dirty work started. One time when 
AB was in the drafting room after 
five o'clock I told him that my 
Aunt Nelly was Helen Watterson 
Moody, whom he had launched as 
a newspaper woman back in the 
‘eighties—one of the first. He was 
very impressed. “Good blood, good 
blood. Blood always tells,” he said. 
(You can correctly infer from that 
that AB was also a horseman.) So 
the upshot of that was that the 
Wattersons were invited to the 
Brisbanes’ for cocktails, and then 
for weekends in the country and 
everything was perfectly charming. 

It was late in 1930 before I was 
laid off—like Tom, one of the last 


to go. Since draftsmen’s jobs had by 
that time become completely ex- 
tinct, I went down to see AB in 
his noisy, crowded office in the 
Journal building on South Street. 
“You know, Mr Brisbane,” I said, 
“you really can build that tower. 
It can be done much more simply, 
at half the cost of that S & W 
design.” That did it. I designed the 
tower, a simple six-story, wall-bear- 
ing brick structure with an auto- 
matic elevator and a bit of colonial 
gingerbread at the entrance and on 
the top. He was delighted with it, 
and lived in it week-ends—although 
his large family preferred the 
sprawling house. And so it still 
stands, as far as I know, on what is 
probably the highest point in Mon- 
mouth County. 

I did several other odd jobs for 
AB, often holding my meetings 
with him in his big Lincoln limou- 
sine which was outfitted with a 
Dictaphone and file cabinets. He'd 
tell me to meet him after lunch 
at the Ritz Carlton or at the 
Ritz Tower (which he and Hearst 
owned), and we'd talk plans en 
route to South Street, after which 
the chauffeur took me back uptown. 

The double-Y house was too big 
to keep open all the year around, 
so AB asked me to design a little 
two-bedroom house immediately 
adjoining it, connected by a pas- 
sage, but otherwise an independent 
unit, and with an attached green- 
house. That was a fun job. 

Another thing about AB was that 
he would deal only with top men. 
He bought his string of Lincolns 
directly from Henry Ford; the heat- 
ing systems in the tower and the 
house addition were designed by 
Orion O. Oakes, the Chief Engineer 
of American Radiator; the lumber 
and millwork was ordered through 
the then president of Sears Roebuck 
(honest!); and so on down the line. 
And all construction was done by 
his own estate superintendent and 
maintenance men, augmented by 
local labor as needed. All this com- 
plicated things quite a bit for his 
architect! 

There are many more tales about 
AB which space—and perhaps 
propriety—prohibit me from tell- 
ing. After all, this is an architec- 
tural magazine. It’s surprising that 
his biography hasn't been written 
by this time, for he was a brilliant 
and erratic personality and led a 
colorful life. I don’t think he ever 
realized that he was a stolen client. 
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AIA Technical Reference Guide (TRG) 6-2* 


the Sun’s Shadows 


by James R. Holmes 


Associate Professor of Drawing, The University of Texas 


> Sunlight has profoundly in- 
fluenced world architecture. The 
traditional simple bold designs of 
Egypt and the clean-lined mediter- 
ranean architecture both reflect cli- 
mates where a high sun cloaks 
buildings with attractive light and 
shadow. In contrast, more elabo- 
rate, ornamented architecture arose 
in such cloudy, low-sun countries 
as Germany, England, Northern 
France, Scandinavia, and Russia. 
Clearly, Gothic and related styles 
used elaborate ornamentation to 
supplement the shadow-decoration 
of their weaker sunlight. 

We recognize this principle to- 
day. Bright sunshine gives a play 
of light and shade whose varying 
shapes and proportions assist and 
beautify architectural designs. Ac- 
cordingly, architects normally 
sketch building exteriors with im- 
aginary shadows, usually from a 
45° downward angle. 

While these fixed shadows are 
usually pleasing, the results vary. 
Real shadows move with sun and 
season and can detract from a de- 
sign as easily as aid it. Thus, for 
maximum visual effect and cer- 
tainty, architects should design with 
real, not assumed, shadow angles. 
Buildings should be drawn showing 
true, not 45° shadows; aircondi- 
tioning calculations should use ac- 
tual sunlight-on-window data, not 
chance approximations. 

Accordingly, this article demon- 
strates simple graphical ways to 
* TRG 6-1, “Sun Control and Daylighting” 


appeared in the July-August, 1952, issue of 
the AJA Bulletin 


use real shadows, both to create 
greater external beauty and to 
minimize solar heat in summertime. 
The techniques presented apply to 
both. 


Characteristics of true shadows 


The sun’s movements affect a 
building’s four walls differently. 

East walls. The sun rises approxi- 
mately in the east and delivers 
nearly horizontal rays that strike 
east walls at nearly 90° angles and 
cast few shadows. The early air is 
damp and dense, reducing the trans- 
mitted heat—otherwise wall and 
window heat-absorption would be 
high. Then, as the sun climbs diag- 
onally toward the south, the rays 
strike easterly walls at steadily di- 
minishing angles that create in- 
creasingly more shadows. These are 
first short and nearly horizontal, 
becoming gradually longer and 
steeper. Conventional 45° shadows 
occur less than one minute per 
morning. Most are much more hori- 
zontal. When the sun climbs higher 
toward the south, the east wall be- 
comes entirely shaded. 

South walls. Due to its path and 
elevation, the strikes south 
walls always at small angles—only 
in winter or in high latitudes does 
the angle exceed 45°. The rays first 
almost parallel the walls, causing 
long, relatively horizontal shadows. 
Then as the sun arches toward its 
noontime highest elevation, the 
angle reaches its maximum and 
shadows are short and _ vertical. 
Thereafter, the sun moves diago- 


nally down and west, reducing the 
angle again toward the horizontal, 
creating again long and nearly level 
shadows. 

In general, the small angles at 
which the sun rays strike south walls 
encourage heat reflection, so heat 
absorption is moderate unless wall 
colors are dark or glass areas large. 

West walls. The sun’s declining 
path around west walls duplicates 
its easterly climb. In early after- 
noon, the rays strike downward 
from well above horizontal, but 
almost parallel the west wall sur- 
faces, causing long diagonal shad- 
ows. As the sun moves down and 
west, the rays become horizontal 
and strike the walls near 90°, cre- 
ating short horizontal shadows or 
none. Since the air is then normally 
clear, heat reflection is low and heat 
absorption is maximum. 

North walls. During the year's 
longest days, when the sun tempo- 
rarily rises and sets somewhat north 
of true east and west, northern walls 
receive some oblique and almost 
horizontal rays at daybreak and 
sunset. Longest at the equator, this 
period diminishes as we move north- 
ward. 

In 30°N latitude, typified by 
Pensacola, New Orleans, Houston, 
and San Antonio, on the longest 
day (21 June), the sun strikes north 
walls before 9 am and after 3:30 
pm. In latitude 40°, representing 
Philadelphia, Pittsburgh, Columbus, 
St. Joseph, Denver, Salt Lake City 
and Reno, it correspondingly occurs 
only before 8 am and after 4 pm. 
Of course, in all latitudes, other 
buildings or landscaping entirely 
shield many north walls. 

Despite these facts, architects 
often design north walls with use- 
less sun-shading devices and featur- 
ing impossible 45° shadows. 

During their brief contact, the 
sun’s rays are primarily horizontal 


and nearly parallel to north wall 
surfaces, creating only long hori- 
zontal shadows. Much esthetic ef- 
fect is lost where such walls are 
designed for diagonal shadows. 
However, northern walls should be 
more simply ornamented than other 
walls, for small shallow projections 
cast disproportionately large shad- 
ow areas and simple surface decora- 
tions serve as well as expensive 
colonnades. 
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Conventional architectural shadows 


To ornament and clarify exterior 
designs, architects often are taught 
to draw 45° simulated shadows. 
These suggest sun rays coming diag- 
onally down over the viewer's 
shoulder, the path of a body-diag- 
onal within a cube. The rays form 
45° angles in plan view, front eleva- 
tion and side elevation. See figures 
1-A and 1-C. 

This convenient technique shows 
the shadows of projecting features 
equal to their depth, produces fairly 
convincing shadows, and adds depth 
to perspectives and elevations. 

Figure 1-B_ illustrates further 
conventions in shadow-casting. All 
rays are drawn parallel like AAg 
and BB, which strike the interven- 
ing corners A and B and cast shad- 
ow corners Ag and Bg. The area 
shaded, DCBgAg, is termed “‘shad- 
ow,” whereas surfaces shaded by 
mere orientation, like EFGH in 
Figure 1, termed “shade.” 

Figure 2 shows how the borders 
of shadows are determined. The 
wall and shading devices of figure 
1-B are reproduced in three views. 
In plan view A, rays at 45° from 
corners A and B of the shading 
object ABCD intersect the receiv- 
ing surface at Ag and Bg, fixing 
the shadow‘s lateral limits. The ver- 
tical limits are similarly fixed by 
45° rays in either front elevation 
B or side elevation C. 

Figure 3 illustrates correspond- 
ing technique when the shading ob- 
ject has complex corners or details. 
Figure 4 shows how shadows are 
cast within recesses and behind set- 
backs. Figure 5 shows the complex 
shadow or a cornice, roof-over- 
hang, balcony, or “eyebrow” and 
how to obtain its outline in recessed 
windows. It also shows that angles 
steeper than 45° help suggest a 
southern climate or summer 
weather. Figure 6 shows how to 
cast conventional shadows from 
projecting-type house gables. Line 
AgBgCg indicates the shadow of an 
orthodox gable. For further details 
on casting synthetic shadows, see 
Engineering Descriptive Geometry, 
by C. E. Rowe and J. D. McFar- 
land, Van Nostrand, 1953. 

However, such shadows are in- 
accurate. While giving drawings 
naturalness and depth, they may 
deceive both architect and client, 
for most walls seldom experience 
conventional 45° shadows and 
many never do. Designers using 
such shadows risk these specific 
dangers: 
¢ most buildings (regardless of 
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site) seem depicted in northern 
latitudes 

most buildings (unless facing 
sharply east) seem depicted in 
midafternoon, ignoring morning 
or noon appearance 
conventional shadows may mini- 
mize unsightly features which 
prove glaring in true sunlight 
architectural features which cast 
attractive conventional shadows 
may actually cast ugly ones or 
none 

architectural recesses, courtyards, 
and porches penetrated by 45° 
winter “sunshine” may actually 
receive none, remaining damp 
and dark with accompanying de- 
terioration and nuisance 

rooms believed comfortably 
shaded may prove untenable 
from east or west glare, and re- 
quire remedial shading 

sun heat entering walls and win- 
dows may be exaggerated or min- 
imized, leading to aircondition- 
ing mal-design 


The last drawback is not the 
least. Conventional shadow-casting 
may conceal true solar heat absorp- 
tion by walls and windows, maxi- 
mizing it on south walls and mini- 
mizing it to east and west. Since 60 
sf of unshaded west window may 


cost a ton of cooling, mistakes here 
are costly. 


True shadows 

Conscientious building designers 
should utilize true shadows on all 
design drawings, using 45° shadows 
purely on ornamental renderings. 
Plotting true shadows was formerly 
difficult, but is now easy. Although 
the sun’s path varies daily, hourly, 
and seasonally, designers can now 
locate the sun’s position for any 
moment of the year, trace the ray 
paths, and cast the related true 
shadows. They can check the de- 
sign for appearance, summer solar 
heat gain, winter warmth and glare, 
and like considerations. They can 
even trace shadow movements from 
hour to hour. See figure 7. 


How to cast true shadows 

True shadows are cast with true 
angles instead of 45° angles. First, 
we find the axis direction or com- 
pass bearing of a questioned wall 
or windows, using a compass if 
needed. 

Second, we choose a day and 
hour whose shadows may be criti- 
cal and need examination. Thus, 
shadows should be cast to ensure 
that no windows receive direct sun 
at 4 pm, | August, often a time of 
record heat. Shadows should be 
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FIGURE 8 


FIGURE 9 


checked for both morning and aft- 
ernoon appearance midway in each 
season. Courtyards and _ porches 
should be checked for adequate 
winter sun to dry them. Where cool 
weather brings both clear air and 
a low sun, homes, schools, and 
offices need checking for window 
glare. 

Then, for the critical day and 
hour we obtain the sun’s azimuth 
(degrees of horizontal angle from 
true north) and altitude (degrees 
of vertical angle above the hori- 
zon), from many charts, tables, or 
patented calculators. Climate and 
Architecture by J. E. Aronin, Rein- 
hold 1953, lists various sources. 

Both wall direction and azimuth 
must be measured from true solar 
north, not magnetic north. Be- 
cause the magnetic and north poles 
do not coincide, most US compass 
readings must be corrected by local 
angles of declination ranging from 
0° to over 20°, obtainable from 
surveyors and city engineers. Iron 
or steel objects often cause other 
deflections, of course. 

Azimuth and altitude angles are 
found on the Libby-Owens-Ford 
Glass Company's Sun Angle Calcu- 
lator, a series of simple charts for 
individual latitudes, shown sche- 
matically in figure 8—or other de- 
vices. These require no astronomi- 
cal or mathematical knowledge. 

In figure 8, the circular diagram 
represents the earth as seen from 
the zenith, ie, from straight up. 
Three heavy curved lines represent 
the sun’s path across its face. The 
topmost is for 21 June, the lowest 
for 21 December, while the middle 
path represents both 21 March and 
21 September. Each is divided into 
the daylight hours from 5 am (sun- 
rise) to 7 pm (sunset). The vertical 
centerline represents 12 noon. 

These hours are sun-time, in 
which the sun is highest at exactly 
noon, unlike most local standard 
or daylight-saving time. To find 
sun-time from standard time, get 
the local hour and minute of sun- 
rise and sunset from your news- 
paper or weather bureau — 12 
o'clock suntime is midway between 
them and leads or lags standard 
12 o'clock by a fixed local interval. 
Suntime is also read from maps. 
Each city on a meridian has stand- 
ard time equal to sun-time. Else- 
where, standard time lags behind 
sun-time by 4 minutes for each 
degree of longitude the locality is 
west of a meridian—standard time 
leads sun-time when east of a 
meridian and trails it when west 
of one.* 
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The concentric rings represent 
degrees of sun altitude, from 0° at 
the periphery to 90° at the center. 
Sun azimuth is read around the 
edge, indicated by any radial line. 
Thus, at 2:10 pm (Y) on 21 
March or 21 September, the sun's 
altitude is 49° and its azimuth is 
50° west of true south. At 4 pm 
(V) on either day the altitude is 
26° and the azimuth is 74° west. 
Points Y and Y’ and Z and Z’ 
indicate sun-path symmetry east 
and west of noon. 

Figure 9 illustrates the complete 
Sun Angle Calculator for 30° north 
latitude, with sun paths for 36 
individual days, namely the Ist, 
11th, and 21st of successive months. 
Winter-spring dates are read up- 
ward on the right, summer-fall ones 
downward on the left. Other dates 
are interpolated between appropri- 
ate paths. The sun’s true angles 
are easily found. At 2:27 pm on 
11 October, point A indicates an 
altitude of 37° and an azimuth of 
48° west of south. 

Knowing these angles, casting 
true shadows is simple. The prin- 
ciples shown in figures 1-7 are 
used, but all rays are drawn with: 
¢ horizontal angles found by sub- 

tracting the given wall’s compass 

bearing and the sun’s azimuth 
* vertical angles equal to the sun’s 
altitude 

The successive steps are shown 
in figure 10, which finds true sha- 
dows for a recessed window. They 
are: 

in the plan view align the par- 

ticular wall or window with a 

T-square, as in (a) 

across the wall, draw a true 

north-south line. If data uses 

magnetic north, correct with local 
compass declination to get true 
solar north-south direction 

at intersection of wall and north- 

south line, draw an arrow per- 

pendicular to the wall, as from 

O in (b) 

align a protractor along the 

north-south line, and record the 

arrow’s bearing in degrees east 

or west of true south, here 17 

west of due south, or S 17° W 

as in (c), with protractor meas- 

ure from south the sun’s azimuth 
angle, here 48° west of south, 

or S 48° W 

draw the apparent ray-path MO, 

with M representing the sun. All 

sunlight parallels this line in the 
plan view 


*sun-time is local time plus or minus the 
local “equation of time” 


h True North 
poles 


\ 


(a) 


i 
Ss 
PLAN 
mM 
® True 


Or @;" 


Altitude S; 


Or 


FRONT ELEV 


(d) 


A@ fe) 
PLAN 
% 


Sr 
Or 


Ky 
: 


Y 


FRONT ELEV 


(9) 


* as in (d), extend the arrow per- 
pendicular to the wall to find 
point O, in front elevation, cre- 
ating projection line OO, 

* on apparent ray-path, MO, 
choose a convenient point S and 
swing an arc to the wall at S’ 

* as in (e), align protractor with 
horizontal in front elevation and 
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IGURE 10 


from point O, mark the sun’s 
true altitude angle, here 37° on 
the same side of OO, at M. Draw 
apparent ray-path NO,, with N 
representing the sun 

* project S’ vertically down into 
the front view, locating S’, on 
line NO. Make S’S’, parallel to 
OO, 
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* as in (f), project a line from S$ 
vertically down into the front 
view. Draw a _ horizontal line 
from S’, to intersect it, forming 
the point Sp 
draw line S,;O,, the front view 
of the sun’s true ray-path. All 
sunlight parallels this line in this 
vicw 
* as in (g), from all corners in 
the plan view which may cast 
shadows, draw ray-paths parallel 
to SO, as from A to A’. From 
similar corners in the front ele- 
vation, draw lines parallel to 
S,Op, as from A, to A’p. Where 
these parallels intersect struc- 
tural lines in either view, shadow 
corners occur as at A’ 
project a vertical line from A’ 
down to intersect corresponding 
ray-path from Ag, in the front 
elevation. This intersection lo- 
cates A’,, the shadow corner in 
this view 
¢ draw lines from A’, to x and y, 
to form shadow borders parallel 
to the architectural features 
causing them (here, the recess’s 
left and top edges). Darken the 
shadow area as desired. Area 

A’, XYZ represents sun-struck 

or “irradiated” surface 

Shadows are cast in the side 
view by projecting the ray-path 
line to SO horizontally to the right 
and intercepting a 45° “miter line” 
as at (h). The resulting intersec- 
tions V and U are then projected 
vertically downward into the side 
elevation where they intersect hori- 
zontal projection lines from ray- 
path S,.O, in the front elevation. 
This fixes the location of S, and 
Oy and the ray-path direction 
in the side elevation. Shadow edge 
A’s is projected from A’,, parallel 
to S.Og. 

Once learned, these steps are 
very rapid. The whole process oc- 
curs but once per building per test 
hour. Ray-paths parallel to SO, 
S,;O,, and S,Og, are applied to all 
appropriate corners and wall fea- 
tures to cast all visible shadows. 
The building’s true appearance for 
that time becomes apparent. Any 
features which cast unpleasant or 
inadequate shadows, and all ex- 
cessively exposed windows can be 
changed accordingly. 


Advantages of using true shadows 


Because true shadows can repre- 
sent any day and hour, designers 
can predict appearance in summer, 
winter, spring and fall, and mini- 
mize inharmonious details. They 
can adjust the balance of light and 


shade for greatest beauty, perhaps 
converting routine designs into sha- 
dow phenomenons like the Taj 
Mahal and Parthenon. They can 
ensure warm sunny rooms in win- 
ter, cool shady ones in summer, 
and design courtyards, arcades and 
porches for all-year comfort. They 
can save fuel and lighting in winter 
and cooling and curtains in sum- 
mer. 

Roman architects knew the bene- 
fits of casting true shadows, accord- 
ing to Edwin D. Thatcher's “Solar 
and Radiant Heating — Roman 
Style”, Journal of the AIA, March 
1959. In analyzing the design of 
an ancient Roman _public-bath 
building, he cast shadows for 
March, June, September and De- 
cember. These revealed that the 
builders cleverly captured makxi- 
mum yearly solar heat despite poor 
orientation, and that separate 
rooms were even designed to main- 
tain their naked occupants at differ- 
ent temperatures appropriate to 
their activity. 


Designing sun-shading devices 


Casting true shadows is the ideal 
design method for sun shading de- 
vices. Roof overhang, window eye- 
brows, balconies, egg-crate devices, 
vertical blades, etc, are first 
sketched in place, then their sha- 
dows are cast as follows: 

* select either: 

the first hour and day of the 

warm season that 100% shading 

is needed (use for the walls 
facing north, northeast, east, 
southeast, and south) 

or: 

the last hour and day of the 

warm season that 100% shading 

is needed (use for the walls fac- 
ing south, southwest, west, north- 
west, or north) 

* cast true shadows as outlined, 
using this day and hour 

* adjust the position and size of 
the sunshading devices so they 
just shade the desired areas or 
windows 

* for sustained effect, cast true 
shadows for noon, 21 June; en- 
large the shading device where 
needed 

This procedure guarantees that 
no direct sun enters the protected 
zone between the dates used or in 
an equal period before or after- 
ward, and that the shading devices 
used are the minimum size needed. 
However, compromise is needed in 
selecting the season-limiting dates, 
especially for east and west expo- 
sure, to avoid over-shading. 


Solar heat gains on glass 

Accurate selection of aircondi- 
tioning equipment demands accu- 
rate prediction of solar-heat gains 
through windows. This is now easy. 
First, for all rooms having similar 
exposure, a “peak-load” hour is 
selected when such gains are be- 
lieved greatest. For small buildings 
and for rooms facing generally 
south, this is frequently 4 pm when 
outdoor air temperatures are often 
maximum. 

In other cases the hour varies 
with the time and degree of sun 
exposure. For predominantly east 
or southeast exposure, it falls be- 
fore noon; for western exposure 
it may lag to 6 pm. Where data 
exist, the peak solar-load time is 
assumed to coincide with highest 
indoor air temperatures. 

Shadows are cast for this chosen 
hour on 1 August, representing 
peak summer temperatures. The 
exact area of sun-struck glass is 
found, as in figure 10-G, and calcu- 
lated in square feet—with accuracy 
surpassing all estimates. 

The Btu value of hourly solar- 
heat gain through this area is 
obtained from various published 
tables. The ASHRAE tables! are 
very convenient, presenting Btu/ 
hr/sf values for any hour of | 
August at north latitudes 30°, 40°, 
and 50°, tabulated for eight com- 
pass directions. These values in- 
clude heat from the direct radia- 
tion of actual impinging sunshine, 
plus diffuse radiation reflected in 
from clouds and airborne dust 
particles. 

The author applied this method 
to eight homes of the former Aus- 
tin Airconditioned Village, the 
twenty-two = airconditioned _ test 
houses erected in 1954 by the 
National Association of Home 
Builders?. His solar-heat gain values 
brought total heat gain estimates 
within 2% of actual measured 
heat gains. 


1 Tables 12-19, Chapter 13, Heating, Ven- 
tilaiing, and Airconditioning Guide—1959, 
American Society of Heating, Refrigerating, 
and Airconditioning Engineers, 62 Worth 
Street, New York 13, New York 

Simple interpolation yields hourly rates 
for irradiated g'ass facing in any direction, 
located within the latitude range. Multiply- 
ing these by the corresponding areas gives 
solar-heat gains estimates of remarkable ac- 
curacy 

Individual tables cover five types of single 
glass. three types of double glass, seven types 
of hollow glass block, and nineteen types of 
awning and related non-structural shading 


2Located at Austin, Texas, these were 


tested by the National Warm Air Heating 
and Aijrconditioning Association and the 
results analyzed by the University of Texas 
engineers for the housing and aircondition- 
ing industries 
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A Proposed System 
for Fire Protection of the Proscenium Arch 
in the Flexible Theatre 


Mr Thompson is a graduate 
student at the Yale School of 
Drama. For an earlier paper from 
the same locale, see Edward 

C. Cole’s article “Backstage 

Isn’t Backstage Anymore” (SPS) 


BT 1-43, November issue 


by Richard D. Thompson 


®& In the past few years there have 
been great advancements in the 
basic concepts of theatre architec- 
ture. The all-purpose theatre, or 
flexible theatre has come from the 
dream stage to that of reality. Re- 
cent developments by Mr George 
C. Izenour, director of the Electro- 
Mechanical Research Laboratory 
of the Yale Drama School, have 
made this type of theatre possible. 

The layman will ask: “What is 
the flexible theatre?” This is a 
difficult definition to give. There 
is no one type of flexible theatre, 
but the term applies to a form of 
theatre architecture, in which the 
stage no longer remains fixed in 
the rigid proscenium frame. Into 
this form falls the arena stage, the 
open stage, the multiple stages in 
front of and around the audience, 
and other types of staging systems 
or methods. The ultimate concept 
then is a single structure which will 
quickly and easily adapt itself to 
any one of these styles of stages. 

Recent developments in this type 
of theatre are: The Kalita Hum- 
phreys Theatre of the Dallas The- 
atre Center, Dallas, Texas, designed 
by the late Frank Lloyd Wright?; 
The Loeb Drama Center, Harvard 
University, Cambridge, Massachu- 
setts, designed by Hugh Stubbins 
and Associates'; and the proposed 
experimental theatre for the Yale 
Drama School, New Haven, Con- 
necticut, designed by George C. 
Izenour*. 

Each of these theatres comes 
under the heading of “flexible thea- 
tre.” While none is like any of the 


others, all are faced with the com- 
mon problem of being a new form 
of theatre architecture forced to 
comply with building codes and fire 
regulations based upon the 19th 
century proscenium stage theatre. 
It is the purpose of this paper to 
examine one problem which has 
developed out of these archaic and 
outdated building codes. 

The problem is concerned with 
the general regulation of a fire 
separation between the stage and 
audience through the use of an 
asbestos curtain. While the codes 
vary from state and city to city, 
they are standard in the require- 
ment of an asbestos curtain. The 
Building Code of the State of New 
York states’: 

“The proscenium opening shall 
be protected by a fire curtain 
(asbestos curtain) designed and in- 
stalled so that it can be closed 
without the use of power in the 
case of emergency.” 

The Building Exits Code of the 
National Fire Protection Associa- 
tion states*: 

“Every stage equipped with fly 
galleries, gridirons and rigging for 
movable theatre type scenery .. . 
(shall have a proscenium opening) 
provided with a fire-resisting cur- 
tain, capable of withstanding lateral 
pressure of 10 lbs/sf over the en- 
tire area. The curtain shall have 
an emergency closing device capa- 
ble of causing the curtain to close 
without the use of applied power 
and when so closed it shall be 
reasonably tight against the passage 
of smoke.” 
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FLW: Kalita Humphreys Theatre, Dallas 
Courtesy: Architectural Record 


Stubbins: Loeb Drama Center, Harvard 
Courtesy: Architectural Record 
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Izenour: Experimental Theatre, Yale Drama School 
Courtesy: Perspecta, The Yale Architectural Journal, 


New Haven, Conn., No. 5, 1959 


In the National Building Code 
of the National Board of Fire 
Underwriters the specifications of 
the proscenium fire curtain are 
gone into in great detail®. 

It becomes apparent from these 
codes that a theatre must have a 
fire curtain. However, in the flexi- 
ble theatre the use of the conven- 
tional asbestos curtain, behind the 
proscenium arch, is impracticable. 
This is because in one form of 
flexible theatre there is no prosce- 
nium arch. The auditorium and 
the stage house are one, and it 
is one of the basic concepts of 
this form of structure to avoid any 
separation between the stage and 
the audience. In another form of 
fiexible theatre, while it may have 
a proscenium and stage house, the 
floor of the stage and auditorium 
are made up of elevator sections. 
With the possibility of any shape 
of contour being created at the 
push of a button, it is obvious then 
that the fire curtain cannot always 
produce an effective seal between 
the bottom of the curtain and the 
stage floor. This does not begin to 
include the concept of an adjust- 
able proscenium, which has been 
suggested. 

It is necessary to find a solution 
to this problem. There are some 
people who might say that this fire 
curtain separation is not necessary 
They state that with new construc- 
tion techniques and materials in the 
construction of scenery, that there 
is no such thing as a fireproof struc- 
ture. They will agree to the term 
“fire resistant”, but not “fireproof.” 
In a survey of 100 theatre fires car- 
ried out by the National Fire Pro- 
tection Association, there were 
seven major theatre fires in which 
there was either a defective fire 
curtain or none at all. Nineteen fires 
started in the backstage area and 
the resultant loss of life was 1,690 
persons. These facts alone seem to 
justify the necessity of this separa- 
tion®. 

Since existing methods cannot be 
used to achieve this protection in 
the flexible theatre, it seems neces- 
sary to find a solution to the prob- 
lem. This solution, while new for 
the theatre, has been used in fire 
protection before and has proved 
successful. This system is an adap- 
tation of the current practice for 
protection of escalators and open 
shafts in which a fire wall or separa- 
tion cannot be used. This system is 
known as the sprinkler-vent system. 
It consists basically of two parts: 
The first being a series of automatic 
sprinklers angled in such a way as 
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to produce a curtain of water. The 
second part is made up of vents lo- 
cated above the fire hazard to allow 
for the discharge of hot gases. (see 
appendix—page 77) 

In using this system in the theatre 
the sprinkler heads, of the deluge 
type, would be mounted around 
three sides of the proscenium arch 
in the auditorium. These heads 
would be so mounted that the spray 
would be directed at the pros- 
cenium openings. The exact specifi- 
cations of this system would have 
to be determined by one of the na- 
tionally known sprinkler manufac- 
turers who is equipped to set up 
experimental equipment to estab- 
lish the basic requirements. How- 
ever, the drawings presented here- 
with show several basic theatre 
plans, and the location of the 
sprinklers. 

The sprinkler heads possibly 
could be mounted in a cover, light- 
ing slot, or other architectural fea- 
ture of the auditorium, thereby 
keeping them out of view of the 
audience. In addition to the deluge 
type of sprinkler heads, the use of 
oversize piping to these heads would 
be advisable. Also it should be de- 
termined well in advance that 
there is sufficient water supply and 
pressure for this system. As to the 
activation of the system, there are 
four standard systems used by the 
sprinkler manufacturers to activate 
a sprinkler system. These are: 


¢ The fusible plug, made of a heat 
sensitive metal which melts at a 
predetermined temperature 
rate of rise system in which any 
sudden change in mean tempera- 
ture will activate the system 
smoke detection, where presence 
of smoke activates sprinkler 
and manual operation 


Only the fusible plug and manual 
operation are satisfactory for the- 
atre use. Due to the heat produced 
by the great number of lighting in- 
struments, the use of a rate of rise 
system is ruled out, and the use of 
flashboxes and chemical smoke for 
theatrical effects on stage prevent 
the use of a smoke detection sys- 
tem. The system should depend pri- 
marily on manual operation while 
the theatre is occupied, but an 
alarm system should activate the 
sprinklers, open the roof vents, 
turn on the emergency lights, and 
sound an alarm both in the audi- 
torium and in the local fire depart- 
ment. The fusible plug would oper- 
ate in the same manner as the 
fusible link used in existing asbestos 
curtains. For asbestos curtains, a 
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link which melts at temperatures 
over 160°F is used. This same 
temperature rating would be used 
in the sprinklers. Activation of the 
fusible plugs would be a fire which 
originated when the building was 
not occupied. This activation would 
begin the same sequence of events 
as with the manual alarm. 

The ventilators required for this 
system are already included in exist- 
ing fire regulations for theatres. It 
may be found necessary to provide 
additional ventilation area in order 
to allow a sufficient draft to keep 
fire, smoke and hot gases out of the 
auditorium. This specification, as 
with the sprinklers, would have to 
be determined by the actual design 
of the building. 

In addition to the use of the 
sprinkler-vent system, the com- 
pliance with existing regulations is 
advocated. This would mean that 
standard spray-type sprinklers 
would be provided in the loft space 
above the stage, in all dressing 
rooms, backstage areas, and under 
the stage. There is some question 
as to the use of sprinklers in the 
auditorium because of possible 
panic caused by their activation. 
However, it might be desirable, or 
necessary, in some installations to 
do this. 

Besides the sprinkler system there 
must be sufficient exits. The Build- 
ing Exits Code gives detailed speci- 
fications as to width of aisles and 
exit doors for proscenium type the- 
atres, but does not take into con- 
sideration the flexible theatre. It 
would seem then that the theatre 
architect must evolve an exit sys- 
tem by having the auditorium as 
the core with an exit corridor 
around it. Exit from this corridor 
would lead to the outside. The sys- 
tem of exits must be adequate for 
any arrangements of the stage or 
seating area. 

It would be advisable for the 
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theatre architect to go a step fur- 
ther in his plans, and specify the 
use of fire resistant scenery. This 
idea is quite possible in the flexible 
theatre, because those people who 
are involved in the production in 
this type of theatre are the same 
people, for the most part, who are 
interested in the use of new types 
of materials for scenery construc- 
tion. It is therefore possible that 
aluminum and steel would be sub- 
stituted for wooden construction, 
and non-inflammable plastics and 
synthetic fabrics for canvas. The 
use of fire resistant scenery and a 
theatre structure which is fire re- 
sistant would make it difficult for 
a local building authority to dis- 
approve of the installation of this 
system in a theatre. 

There is one question which may 
still be raised concerning this new 
system. This is the psychological 
reaction of the audience to fire, 
which causes panic. It alone causes 
more deaths than the fire. In most 
cities it is a requirement of the 
fire code that the asbestos curtain 
be lowered or raised in sight of the 
audience. In some cases the word 
“asbestos” or “fire-proof curtain” 
is painted upon the curtain. There 
are two reasons for this: One, is the 
testing of the apparatus to see that 
the curtain will raise and lower. 
The other is the psychological con- 
ditioning of the audience. The as- 
sumption is that the audience will 
be given a sense of security by see- 
ing the fire curtain. Whether show- 
ing or not showing the fire curtain 
can avoid or decrease a panic is a 
question that cannot be accurately 
answered at this time. 

Can this system of fire protection 
give the psychological insurance 
that the old asbestos curtain gave? 
The answer to this question is that 
it will to some extent. The fog cre- 
ated by this spray of water will help 
mask the sight of the fire from the 


audience, but it is necessary to look 
at the other requirements in rela- 
tion to this problem. The addition 
of more exits which would be re- 
quired of a flexible theatre; the use 
of sufficient emergency lights; and 
the audience’s knowledge of a fire 
resistant building, would help to 
alleviate the panic. The audience 
must be educated to accept this new 
system of fire protection. Once they 
are aware of what it does and the 
protection it offers, the problem of 
audience panic is no longer an issue. 

In summary then, it is suggested 
that the theatre architect design 
into his building the solutions of 
the following requirements: 

* a sprinkler-vent system which 
will confine a fire and accom- 
panying smoke and gases to the 
stage 

* compliance with existing fire 
regulations regarding sprinkler 
systems and alarm devices in and 
around the stage area 

* inclusion in the design of suffi- 
cient exits to meet the require- 
ments of the building code; in 
consideration of all possible stage 
and seating arrangements 

¢ the theatre building constructed 
of fire resistant materials 

* the scenery constructed of fire 
resistant or flameproof materials 
By following these requirements 

it is believed that in most circum- 
stances local building authorities 
and fire insurance rating companies 
would approve of the installation 
of the sprinkler-vent system in place 
of an asbestos curtain. 

This is a suggested solution which 
has not been applicd in any theatre 
construction to date—nor has it 
been approved by any municipal 
authorities or insurance under- 
writer inspectors. However, the con- 
sideration of this proposal by such 
persons would be helpful in de- 
termining its insurance rating and 
acceptability. 
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chitectural Journal, pp 66-72, January 
1959 


*"The National Building Code, “Spe- 
cial Occupancy Requirements,” Sec- 
tions 319, 320, 321: pp 29-36, Na- 
tional Board of Fire Underwriters, 
1955 


“Occupancy Fire Record, Motion Pic- 
ture Theatres, Fire Record Bulletin, 
No FR 56-1, 1956, National Fire Pro- 
tection Association 


‘State Building Construction Code, 
“Stages and Auxiliary Areas,” Section 
C, 402-4.4, pp 90-92, “Seating, Aisles, 


Railings, and Exits in Buildings of CS 
Occupancy — Theatres,” Section C 
212-3.1, pp 38-42, State of New 
York, May 1, 1956 


Fire Safety Code, “Places of Assem- 
bly,” Article I, Sections 172.1.8 and 
172.1.25, State of Connecticut, Office 
of the State Fire Marshal 


Warfel, William B. Theatre Fire Pre- 
vention Laws in Model Building 
Codes, Thesis, Yale University School 
of Drama, June 1957, pp 110-25 
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APPENDIX (excerpt from NFPA Handbook) 


“The protection of openings in 
walls and floors through which con- 
veyors pass offers difficulties in the 
installation of ordinary forms of 
closures owing to the presence of 
objects carried on the conveyors 
through the opening. There are 
many existing installations protect- 
ing conveyor openings but most of 
these are designed to fit specific in- 
stallations. Where fire doors or shut- 
ters are impractical for conveyor 
openings a method of protection in- 
corporating the pressure effect and 
cooling action of water spray from 
directed spray nozzles is available 
(see Fig. 593A). With proper 
nozzle design and water pressure 
to provide suitable water velocity 
and particle size the pressure effect 
from the nozzles will overcome 
draft due to the temperature differ- 
ence between one side of the wall 
and the other and the height of the 


Protected 
Area 


opening above floor level, unless 
adverse winds are prevalent. Since 
the cooling effect of the spray is 
directly proportional to the time of 
exposure of hot gases in the draft 
to the spray, the effectiveness of the 
heat absorption may be increased 
by adding an enclosure to the open- 
ing (see Fig. 593B). Fig. 593C 
shows the cooling effect of four 
42-inch nozzles on an 8 x 8 ft open- 
ing with various draft velocities and 
nozzle pressures in tests conducted 
by Factory Mutual Laboratories. 
The nozzles were discharging water 
at 28 gpm each with an effective 
angle of about 65°. The Factory 
Mutual recommendations for in- 
stallation include the following: 
Where fire may be expected to 
originate on either side of the open- 
ing, nozzles should be installed on 
both sides. Nozzles should be con- 
trolled by an automatic valve ac- 


Protected 


tuated by a heat detector. Four 
nozzles per side are recommended 
to give complete coverage of the 
opening. Water discharge rates be- 
tween 2 and 4 gals per sq ft per 
min or more, depending upon the 
height of the opening and unfavor- 
able draft effects, are considered 
desirable. Nozzles should be located 
at an angle not more than 30° be- 
tween the center line of nozzle dis- 
charge and a line perpendicular to 
the plane of the opening. To pre- 
vent the nozzle counterdraft from 
forcing air from the fire area into 
other areas, all communicating 
openings to the fire area should be 
protected in a standard manner. 

Conveyor openings through 
floors may also be protected by this 
method, provided an enclosure is 
constructed around the conveyor 
from the floor up to or slightly be- 
yond the spray nozzles. 


FIGURE 593A Spray nozzles protecting 
opening in fire wall 
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FIGURE 593B Greater heat absorption 
is possible by enclosing fire wall open- 


ing 
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- The NFPA Building Exits Code 

WZ, provides recommendations for the 

protection of exits. The code also 

it indicates specific requirements for 

y. the following methods of protecting 

50 psi wellways for moving stairways not 

used as exits in a building com- 

cfm pletely equipped with a supervised 
ao automatic sprinkler system. 


1250 X The wellways shall be provided 
j 25 psi with enclosures as required for 
~ stairways or protected by one of 


3600 cfm. the following methods. 
(a) “Sprinkler-Vent’’ method 
4 which includes a combination of an 


—~ 25 pst automatic fire or smoke detection 


2400 chm. system, automatic exhaust system 
and an automatic water curtain. 


750 (b) Rolling shutter method that 
| requires an automatic self-closing 
horizontal rolling shutter which 


/ completely encloses the top of each 
moving stairway, except those be- 


Protection of ag the basement and the street 
oor. 

8 ft. (c) Spray nozzle method which 
Four 72 in. Nozzles is a combination of an automatic 
250 fire or smoke detection system and 
a system of high velocity water 
spray nozzles. Fig. 593B shows the 
principle involved in protecting an 
enclosed opening with spray nozzles. 


500 


50 100 150 200 250 300 350 


protected side temperature at various draft velocities and nozzle pressures 


FIGURE 593C Exposure temperature vs. 


[Reprinted with permission: ter 29, “Protection of Openings in tection,” pp 592-94, 11th ed., Na- 
Crosby - Fiske - Forster, NFPA Walls, Partitions and Floors,” Sec- tional Fire Protection Association, 
Handbook of Fire Protection, Chap- tion VIII, “Special Methods of Pro- Boston, 1954.] 
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School Plant Studies 


Ways 

and Means 
of Reducing 
School 
Construction 
Costs 


YEAR 2050 


by John L. Cameron 
Chief, School Housing Section, Office of Education, US Department of Health, 


Auvanyvr 


Education and Welfare 


1961 


One of a series of papers prepared by members of the AlA Committee on School Buildings, and by selected special- 
ists, to make laymen aware of school building problems and trends and to stimulate discussion. They are not intended 
to be definitive last words and carry only the authority of their respective authors. New subjects are being worked on 
and contributed articles are welcome. Reprints of these non-technical articles are widely distributed to educators and 


laymen. One copy each issue free. For additional copies at 10¢ each write to The American Institute of Architects 


f 
y 
— 
BT 1-44 
a\ THE (AMERIC) DILE! 
H 
Lit 
= 
2000 1950 1900 1950 2000 2050 
79 
a 
q 
‘Be 
as 


JouRrnat 


Ways and Means of Reducing 
School Construction Costs 


by John L. Cameron 


From a paper delivered at the 
August 1960 conference of the 
National Association of County 


Officials, Miami Beach, Florida 


a, 
SING EXPENSe 


® Conservative estimates by the 


US Office of Education indicate 
that during the decade 1959-60 
through 1968-69, an _ additional 


607,600 classrooms will be needed 
to adequately house the public ele- 
mentary and secondary school chil- 
dren of this country. During the 
five years 1959-60 through 1963- 
64, construction of 416,600 class- 
rooms is needed to take care of 
normal needs and to eliminate the 
accumulated backlog. These data 
do not include facilities other than 
classrooms which are needed to 
make up a complete school plant. 
Many communities are finding it 
difficult to finance their needed 
school construction. This situation 
results from five simple facts; name- 
ly, growing enrollments, population 
mobility, aging buildings, shrinking 
dollars, and the decreasing impor- 
tance of land as a portion of the 
total wealth of the nation. 

School officials and architects 
generally have had in mind, for a 
long period of time, not only the 
child’s welfare, but also the tax- 
payer’s purse. During the twenty 
year period between 1947 and 1957 
the cost of school buildings has in- 
creased 150%, while the cost of 
general construction has increased 
275%: highway construction, 
200% ; and the cost of automobiles 
has increased 200%. 

During the twenty year period 
that the cost of school buildings 
increased 150%, cost of steel in- 
creased 215%, face brick 200%, 
common labor 330%, and skilled 
labor 220%. 

The economy in school buildings 
can be attributed to the careful 
planning of school board members, 
school officials at both the State 


and local levels, architects, engi- 
neers, and in many cases to local 
fiscal authorities. Realizing that the 
present and future needs for school 
buildings are enormous, they have 
planned together by looking care- 
fully at the kind of space and equip- 
ment needed for effective teaching 
and learning. This cooperative plan- 
ning has resulted, for the most part, 
in buildings constructed at reason- 
able costs which meet the essential 
needs of the educational program 

The question now is—how can 
we get even more for the school 
building dollar; or, as I would like 
to rephrase it—how can we get 
more per dollar out of more school 
building dollars? It should be 
pointed out also that we are not 
merely concerned with what it costs 
to construct a school building, but 
we are also concerned with its life 
span and what it costs to maintain 
and operate it throughout its useful 
life. And, it is not only what we 
put into a building that counts, but 
it is also what we get out of it. No 
matter how low the cost of a school 
building, if it does not serve its 
educational purpose as a fuctional 
facility, its cost will be excessive 

School administrators are seeking 
ways to reduce school plant costs, 
and some of them feel that sub- 
stantial savings may be made by 
reducing the cost of construction. 
It is desirable to build school plants 
in an economical manner. How- 
ever, all of the economy cannot 
come in construction. Many con- 
struction economies have been ef- 
fected, and we may be approaching 
a minimum construction standard 
consistent with safety, function, and 
long-range economy. Studies of 
construction economies should be 
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continued; but, at the same time, 
studies should be made of other 
factors in school plant costs. It is 
with these other factors that county 
commissioners, in their official ca- 
Pacities and as leaders in the cor.1- 
munity, have the greatest oppor- 
tunities to contribute to substantial 
savings in the costs of providing 
school facilities. 

The following methods of effect- 
ing school building economies are 
suggested: 


1 Reduce the number of school 
districts 


Even though we have reduced 
the number of school districts in 
this country from approximately 
63,000 in 1953-54 to about 40,000 
now, we still have many small 
school districts. The Committee for 
Economic Development, in its pub- 
lication Paying for Better Schools, 
recommends a further reduction to 
approximately 10,000. 

During the school year 1956-57 
more than 90% of the public school 
systems in the United States en- 
rolled fewer than 1,200 pupils, and 
approximately 58% enrolled fewer 
than fifty students. 

In any combining of districts, 
officials should make sure that all 
schools are brought up to a level 
equal to that of the best schools, 
or even higher. Merger of school 
districts cannot be justified on the 
basis of a leveling-out process that 
improves the quality of education 
for some children and impairs it 
for others. 

The merging of school districts 
should result in the following bene- 
fits: 


improved educational opportuni- 
ties for a large part of the student 
population 

a broader and more nearly equal- 
ized base for financial support 
reduced administrative costs in 
many districts. Note: very likely, 
costs will not be reduced by com- 
bining large districts as the ad- 
ministrative staff required after 
merging will probably be as large 
as the total of the districts before 
they were merged 

simplified long-range planning— 
particularly along the fringe 
areas of a growing city 
improved plant maintenance. 
Since fewer maintenance men 
will be needed for a large school 
than for several small schools, 
the combining of schools will 
make money available to employ 
men skilled in plumbing, heat- 
ing, electrical, painting, and other 
trades 

simplified and economical trans- 
portation of pupils. In numerous 
districts the school bus passes by 
a school in one district as it takes 
pupils to a school in another dis- 
trict, the one in which they live. 
This is costly not only in money 
but in time 

reduced cost of providing new 
school facilities 

reduced costs of operating school 
buildings. 


Reduce the number of small 
schools 


All recent significant studies 
have indicated that large schools 
can offer better educational pro- 
grams at a more reasonable cost 
than small ones. This is particularly 
true of secondary schools. 

The greatest value to be gained 
from carrying out this suggestion is 
the improved educational opportu- 
nities to boys and girls. Even 
though the small high school has a 
greater cost per pupil than the 
larger one, it is pretty much limited 
to offering college preparatory 
work, whereas the large high school 
has the potential of doing a better 
job of college preparatory and of 
preparing the large percentage of 
the high school graduates who do 
not go to college. A secondary 
value, but an important one, is the 
savings in capital outlay and in 
operating costs. 

In consolidating schools, officials 
must exercise mature judgment to 
keep such mergers within practical 
limits. If geographical or other 
conditions make it necessary to 


maintain a small school, district 
officials should make a determined 
effort to enable it to offer the best 
possible opportunities to the pupils 
who attend it. Such a situation illus- 
trates again the importance of hav- 
ing a broad base for financial sup- 
port of the schools. 


3 Plan the organization of the 
schools and the building program 
to provide for future needs 


An outstanding educational con- 
sultant recently said, “The time to 
do a survey is when you think you 
don't need it.” His statement illus- 
trates the importance of having a 
definite plan prepared before you 
are confronted with the necessity 
of taking action. 

Long-range plans should be re- 
viewed frequently and modified to 
take into account changes in condi- 
tions which were not foreseen in 
the original planning. Buildings 
should not be constructed that will 
not be needed when the long-range 
plans have been realized. More 
money has probably been spent on 
buildings that should not have been 
constructed or were built larger 
than necessary than on so-called 
trills. 


4 Secure sites in areas of predicted 
population growth well in ad- 
vance of the actual need for the 
building 


Selection of proper sites will be 
possible if an adequate job of long- 
range planning is done. After an 
area has developed, school sites are 
expensive and often difficult to se- 
cure without going through con- 
demnation proceedings. 


5 Make the school part of a corre- 
lated community plan in order 
to get maximum usage from such 
facilities as auditoriums, libraries, 
gymnasiums, playgrounds, and 
shops 


Careful advance planning should 
be done by all interested parties in 
order that the scheduling of non- 
school activities will not interfere 
with school functions and in order 
to determine what portion of the 
total cost should be charged to the 
school. 


6 Avoid the use of stock plans 


The planning of each school 
building project is a different prob- 
lem. Orientations are different; site 
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topographies and shapes are differ- 
ent; access roads and streets are 
different; the availability and loca- 
tion of utilities are different. Most 
important, a school building should 
be designed to accommodate the 
educational program a_ particular 
community has determined it needs 
and wants. The building should also 
be a source of pride to the commu- 
nity. 

The use of stock plans makes it 
next to impossible to properly uti- 
lize newly developed building ma- 
terials and techniques. Adequate 
inspection of a building while it is 
under construction is of vital im- 
portance, and it should be inspected 
by the individual or firm who was 
responsible for its design. This 
would be impractical if stock plans 
were used. 


7 Choose professional help with 
care 


This applies to educational con- 
sultants, architects, engineers, and 
legal counsel. Complete plans and 
specifications which are easily un- 
derstood usually result in more 
favorable bids. Adequate and thor- 
ough contract documents will re- 
duce the inevitable change orders 
and extras. 


8 Seek standardization of compo- 
nent parts 


Savings can be realized from 
modular designs of recurring units. 
Avoid the necessity insofar as pos- 
sible of having special fabrication 
work done in the field. 


9 Use materials obtainable near the 
project 


When practical, plan for the use 
of materials obtainable near the lo- 


‘cation of the project. The avail- 


ability of craftsmen experienced in 
the installation of selected materials 
will have a bearing on the cost. 


10 Keep mechanical equipment in 
line with needs 


It appears that this is an area in 
which more money than necessary 
has been spent on school buildings 
during the past several years. Elab- 
orate control systems are costly in 
the initial stage and expensive to 
maintain. 


11 Construct buildings of such 
quality that insurance, mainte- 
nance, operation, and replace- 
ment costs will be low 


A building of poor quality will 
be expensive to insure and to main- 
tain, and the useful life of the build- 
ing will be decreased. If it does not 
adequately accommodate the in- 
structional program the cost of in- 
struction will be increased, and the 
quality of the educational program 
will be diminished. 


12 Develop an adequate mainte- 
nance program 


Students can learn better and 
teachers can do a better job of 
teaching in an attractive, well-main- 
tained environment. Good mainte- 
nance helps keep a healthful and 
pleasant environment for more pro- 
ductive learning and saves money 
in extending the time before major 
repairs or replacements must be 
made. It is foolish to build a mil- 
lion-dollar building and give it five- 
and ten-cent care. 

A maintenance program, ade- 
quately staffed and equipped, 
should be developed and the jobs 
to be done regularly scheduled. 
Ample allowance should be made 
for emergency maintenance. 


13 Take bids at a favorable time 


The most favorable time to take 
bids depends upon several things. 
The location of the school, the 
number and size of competing pro- 
jects, seasonal factors, and the gen- 
eral economic conditions all have 
their effects on costs. Timing of 
bid requests may be responsible for 
as great savings as any other eco- 
nomy measure. 


14 Schedule for full utilization of 
the building 


Colleges and universities in par- 
ticular have been subject to recent 
criticism because it has been re- 
ported that their facilities were not 
fully utilized. Perhaps to a lesser 
extent, the same might be said of 
some of our secondary plants. Full 
utilization may mean rescheduling 
to the end that each teaching space 
is used throughout the school day. 
It may mean an extended school 
year which many of our secondary 
schools already have in the form 
of summer sessions. In any event, 
the extent to which our present 
facilities and those being planned 
are and will be utilized should be 
carefully studied. This is an area 
in which there could well be some 
carefully planned experimentation. 


15 Finance, within means, on a 
pay-as-you-go basis 


A long-range plan of financing 
needed school facilities should be 
developed. It may be necessary, 
particularly to take care of the 
backlog of school building needs, 
to receive the funds required 
through the sale of bonds. It would 
seem wise to finance school building 
needs resulting from population 
growth from annual capital outlay 
levies. 

In counties of low valuation, a 
capital outlay levy at a reasonable 
rate would not produce sufficient 
funds in any one year to construct 
a building of any size. In such 
cases, a capital reserve fund, which 
could not be used for other pur- 
poses, should be accumulated until 
it is of sufficient size to do an ade- 
quate job of constructing a needed 
school facility. 


16 Watch the bond market for a 
favorable time to sell bonds 


Selling bonds at a reduction in 
rate of even one-half percent will 
make a very substantial difference 
in the total cost over the period of 
time for which the bonds are issued. 


17 Whenever possible, have school 
facilities ready when they are 
needed 


Increase in the cost of construc- 
tion has averaged from 2 to 3% 
per year over the past several years. 


Conclusion: 


Rapid advances in the develop- 
ment of new building materials and 
techniques and in improved design 
during the next few years will en- 
able us to get better school plants 
for the money we invest. It is doubt- 
ful, however, that we can make any 
substantial savings in the cost of 
constructing a school building. Im- 
provements will be made in teach- 
ing techniques and in instructional 
aids, but it is unlikely that we can 
reduce the cost of instruction. There 
is one thing we can do with better 
facilities and better techniques: We 
can improve the quality of educa- 
tion. 

Charles F Carroll, State Super- 
intendent of Public Instruction in 
North Carolina, has very appropri- 
ately said: “The heaviest and most 
burdensome tax we can pay is the 
tax on ignorance.” We cannot af- 
ford ignorance. We can afford edu- 
cation. 
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Amarlite Beauty... Skin Deep and Then Some 


Behold the beauty of Amarlite Aluminum entrances! The fa- 
ps mous, flawless finish goes unmatched for sheer good looks. 
™ r Amarlite beauty exists below the surface, too: in the sturdy 
s welded and bolted construction; nylon bearings that never need 
lubricating; choice of closers; built-in adjustable setting block; 
weatherstripped frame or astragal; and many other desirable 
features. 

Architects throughout America are specifying Amarlite again 
and again. We hope that you are among them... or that you 
soon will be! 


rite atalogs see eet’ 

Ww for 1961 e or Sw $ File. NEW! Model ETO Standard Entrance features con- 
cealed overhead closer in the regulor 1%" x 4” tubu- 
lar transom bar. Distinctive simplicity. 


PLEASE ADDRESS INQUIRIES TO P. O. BOX 7188-A, ATLANTA 9, GEORGIA 


American Art Metals Company 


ENTRANCES / STOREFRONTS / CURTAIN WALLS 
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Calendar 


January 6-7: Meeting of Chairmen of AIA 
National Committees, the Octagon, Washington, 
DC 


January 8: AIA Foundation Meeting, the Oc- 
tagon, Washington, DC 


January 9-16: Meeting of the AIA Board of 
Directors, the Octagon, Washington, DC 


January 18-20: Honor Awards Jury, the Oc- 
tagon, Washington, DC 


January 27: Closing date for receipt of appli- 
cations for Homes for Better Living Awards, at 
the Octagon, Washington, DC 


January-February: The Roosevelt Memorial 
Competition Entries, Octagon Gallery, Washing- 
ton, DC 


February 3-13: Jury of Fellows, the Octagon, 
Washington, DC 


February 4-5: First Annual Conference of the 
US Institute for Theatre Technology, New York 
City—meetings on theatre architecture, engineer- 
ing, construction, theatrical presentation and man- 
agement. (For full information and program write 
USITT Box 291, Cathedral Station, New York 
25, N Y) 


Necrology 


March 1-2: Reynolds Award Jury, the Octa- 
gon, Washington, DC 


April 22-29: Historic Garden Week in Virginia 


April 24-28: AIA Annual Convention, Phila- 
delphia, Pa. 


May 17-21: 54th Annual Assembly, Royal 
Architectural Institute of Canada, Chateau Fron- 
tenac Hotel, Quebec City 


July 3-7: Sixth Congress of the International 
Union of Architects, London. (For full informa- 
tion write Secretary, Royal Institute of British 
Architects, 66 Portland Place, London W. 1, 
England) 


AIA District and Regional Meetings 


January 26-28: 47th Annual Meeting of the 
North Carolina Chapter, Jack Tar Hotel, Durham, 
NC 


February 10-11: Great Lakes Regional Con- 
ference, Lexington, Kentucky 


February 14: Boston Society of Architects and 
Massachusetts State Association of Architects, 
Boston, Mass. 


ARCHCROSTIC V SOLUTION 


According to notices received at the Octagon be- 
tween October 20, 1960 and November 17, 1960. 


COE, THEODORE IRVING, FAIA, Washington, D. C. 
HANEMAN, JOHN T., Hewlett, L. I., N. Y. 
KASURIN, JOHN, Detroit, Mich. 

KOESTER, CHARLES L., St. Albans, N. Y. 
KRENDEL, JOSEPH, Brooklyn, N. Y. 

LOVELL, MCDONALD, Crete, Nebr. 
NELLENBOGEN, VICTOR H., Miami, Fla. 
RUSCH, HENRI, Hamburg, Germany 
SLEEPER, HAROLD R., FAIA, New York, N. Y. 
THORNE, A. THOMSON C., Tulsa, Okla. 

VOSS, WALTER C., Cambridge, Mass. 


Honorary Fellow 
WILLIAM-OLSSON, TAGE, Lidingo, Sweden 
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*Stainless Steel 
Corner Reinforcements 


One of more than twelve 
certified reasons why 
Weis compartments are 
Specified in America’s 
finest buildings. 

A convincing reason why... 


Weis belongs where 


Prior to this exclusive improvement by 
Weis, all corners of toilet compartment 
doors and partitions were joined by 
welding or brazing and grinding. This 
action removed the zinc coat —exposing 
raw, unprotected steel. The new stain- 
less steel corner reinforcement entirely 
eliminates this destructive operation 
and leaves the zinc coat undisturbed 
—banishes any invitation to rust. 


toilet compartments 
really take a beating 


Wawasee Bowl, Syracuse, Indiana 
Owner: M. C. Morganthaler 


Builder: Fred Carey Construction Co., Warsaw, Indiana 


Prefabricated, 
Prefinished 

Products for the 
Building Industry 
Toilet Compartments 
Cabinet Showers 


HENRY WEIS MFG. co. 


New buildings like this efficiently equipped twenty lane 
installation are busy, bustling places—a far cry from the 
noisy clatter of a few years ago. Active bowlers coming in 
and going out; league after league—people on the move 
and pleasure bent. These are the installations that take a 
beating, the kind a Weis compartment is built to “take’’. A copy of 
The Weis Certification of Material, Construction and Finish, which 
Elkhart, Indiana insures years of “‘like new’’ service, will be sent upon request. 


* Patent Pending 
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New Corporate Members 


Elected November 1, 1960 


Albin, Thomas E. 
Memphis Chapter 


Bartoli, William P. 
Pittsburgh Chapter 


Bonelli, Edward Andrew 
East Bay Chapter 


Byrns, Judith Anne 


Washington Metropolitan Chapter 


Christen, Charles L. 
Pittsburgh Chapter 


Destefanis, Guido A. 
Pittsburgh Chapter 


Drury, Ralph Reinhold 
Pittsburgh Chapter 


Festa, Gene J. 
Detroit Chapter 


Findlay, John Sterling 
Cincinnati Chapter 


Forker, Donald Marsh 
Pasadena Chapter 


Fredericks, Harley 
Long Island Chapter 


Gallagher, Edward Robert 
Pittsburgh Chapter 


Hodne, Thomas Harold 
Minneapolis Chapter 


Ianniello, Anthony Joseph 
Baltimore Chapter 


Jamison, William Wible, II 
Pittsburgh Chapter 


Ledbetter, Wallace Smith, Jr. 


Georgia Chapter 


Levin, Richard Donald 
Dayton Chapter 


Macreery, John B. 
New York Chapter 


Merritt, Harry Cline, Jr. 
Central Florida Chapter 


Planka, H. Michael 
Rhode Island Chapter 


Ring, John Finley* 
El Paso Chapter 


Rowland, Danny Lee 
Orange County Chapter 


Schruers, Edwin Judson 
Northern California Chapter 
Elected November 15, 1960 


Allen, Isaac 
Queens Chapter 


Anderson, Leonard W. 
Minneapolis Chapter 


Bergman, Henry P. 
Oregon Chapter 


Blake, Richard Patrick 
Wisconsin Chapter 


Burke, James Gene 
Utah Chapter 


Domke, Robert John 
Detroit Chapter 


Duerr, Edward Harold 
Monterey Bay Chapter 


Fahey, Thomas R. 
Colorado Chapter 


Field, Frederick Howard 
Northern California Chapter 


Fuchino, Wilfred Katsumi 
Hawaii Chapter 


Goebel, Charles Jean 
East Bay Chapter 


Grange, Gerhard 
New York Chapter 


Kuhr, Max Edward 
Montana Chapter 


Leath, Jimmie Erskine 
West Texas Chapter 


Makinlay, lan 
East Bay Chapter 


Marshall, William Stuart 
Spokane Chapter 


Messier, Roland A. 
Central Massachusetts Chapter 


Mock, George 
Northern California 


Nick, Donald Ernest 
South Florida Chapter 


Palmer, James Elwell 
Northern California Chapter 


Parrish, Willard Clark, Jr. 
Duluth Chapter 


Perkins, Grant 
Northern California Chapter 


Pierceall, Harry Morgan 
Colorado Chapter 


Pirotte, Peter Michael 
Spokane Chapter 


Risser, Arthur C. 
Kansas Chapter 


Rubinelli, Charles A. 
Central Illinois Chapter 


Seldon, Theodore E. 
Reno Chapter 


Spaulding, Charles James Leo 
Brooklyn Chapter 


Stephens, Earl Cooper 
West Virginia Chapter 


Van Doren, Claude 
Kansas Chapter 


Wertel, Laurence Marvin 
Queens Chapter 


Williams, Franklyn 


Central Massachusetts Chapter 


Whitney, Merl Elmer, Jr. 
Montana Chapter 


Wilwerding, Albert John 
Minneapolis Chapter 


* Readmission 
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American Art Metals Company . . 83 
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Colonna & Company of Colorado .................. 
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Henry J. Kaufman & Associates 


Hillyard Chemical Company . 
Fardon Advertising, Inc 
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Hoffman, York, Paulson & Gerlach, Inc 

K-Lath 13 
R. W. Webster 

LCN Door Closers, Inc 
D. K. Morrison Advertising 

Monarch Metal Weatherstrip Corporation ..... 7 
Charles W. Bolan, Inc 

Pittsburgh Plate Glass Company .................... 1 
Batten, Barton, Durstine & Osborn, Inc 

Portland Cement Association -.............. 88 & 89 
J. Walter Thompson Company 

Precision Parts Corporation ............................. 12 
Culbertson Advertising 

John A. Roebling & Sons ..............................-. 20 
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Kastor, Hilton, Chesley, Clifford 
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HEADER 
WATER COILS 


¢ Complete Drainability 
¢ Easily Cleaned 
¢ High Heat Transfer 


Completely drainable and easily cleaned, Aero- 
fin Type “R” coils are specially designed for 
installations where frequent mechanical clean- 
ing of the inside of the tubes is required. 

The use of %” O.D. tubes permits the coil to 
drain completely through the water and drain 
connections and, in installations where sediment 
is a problem, the coil can be pitched in either 
direction. The simple removal of a single gas- 
keted plate at each end of the coil exposes every 
tube, and makes thorough cleaning possible 
from either end. 


The finned tubes are staggered in the direc- 
tion of air flow, resulting in maximum heat 
transfer. Casings are standardized for easy in- 
stallation. Write for Bulletin No. R-50, 


AEROFIN 


CorPorRA TION _ 
101 Greenway Ave., Syracuse 3, uy. 


Aerofin is sold only by manufacturers of fan system 
apparatus. List on request. 
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NATIONAL CONCRETE MASONRY ASSOCIATION, 
NATIONAL READY-MIXED CONCRETE ASSOCIATION, 
PORTLAND CEMENT ASSOCIATION, 
ANNOUNCE THE 


Concorde 


HORIZON 
HOM 


A national program to provide more livability 
and encourage better design in merchant-builder houses. 
REGIONAL AND NATIONAL AWARDS 


xT 
ues 


KEY FACTS ABOUT THE PROGRAM... 


To architects interested in the design of merchant-builder houses, the Concrete 
Industries Horizon Homes Program offers a unique opportunity to express origi- 
nality and creativity, and gain national recognition as leading designers in this 
important industry. 

Program is keyed directly to the National Association of Home Builders’ 
major national promotional effort: The annual National Home Week activities 
and “Parade of Homes” showings in communities across the country. 

All elements in the Horizon Homes Program are carefully planned to give 
maximum support at the LOCAL LEVEL to LOCAL PARTICIPATION by LOCAL 
BUILDERS AND ARCHITECTS. 


HOW YOU’LL BENEFIT FROM PARTICIPATION IN THE PROGRAM... 


An opportunity to contribute important design direction and project the ele- 
ments and concepts you believe should be incorporated into home design. 

Work with the many new and exciting forms of modern concrete . . . unique 
chance to achieve newer, fresher, more versatile approaches through the appli- 
cation of textures, patterns and shapes in concrete. 

Work with a progressive builder in establishing yourself as a leading designer 
in this most exciting and profitable industry. 

Benefit from strong local and national publicity planned as part of the pro- 
gram by each of the national sponsoring organizations. 

Have the opportunity to enter the Horizon Homes National Competition 
offering seven major regional awards for design—plus a fabulous national de- 
sign award. 


SIMPLE, BASIC REQUIREMENTS 


TIMETABLE 


Architect must be a member—either corporate or associate—of the American 
Institute of Architects. 

Architect must agree to incorporate specific concrete usage requirements in 
his design. 

Sale price of the model home (excluding land and furnishings) is not to 
exceed a total of $20,000. 

Architect must agree to abide by rules of Horizon Homes Program. 


JANUARY, 1961 . . . Registration in Concrete Industries Horizon Homes Program 

SEPTEMBER, 1961... Home to be completed, furnished and ready for showing dur- 
ing National Home Week 

NOVEMBER, 1961 . . . Architect Design Award winners to be selected 

DECEMBER, 1961 . .. Announcement of winners during NAHB national convention 


FOR COMPLETE DETAILS GET IN TOUCH WITH THE PCA OFFICE IN YOUR AREA NOW! 


ALBUQUERQUE, N. M. 

120 Madeira Drive, NE 
ATLANTA 3, GA. 

507 Mortgage Guarantee Bidg. 
AUSTIN 1, TEXAS 

110 East Eighth St. 
BALTIMORE 2, MD. 

512 Keyser Bidg. 
BIRMINGHAM 5, ALA. 

1214 South 20th St. 
BOSTON 16, MASS. 

20 Providence St. 
CHICAGO 2, ILL. 

111 West Washington St. 
COLUMBUS 15, OHIO 

50 West Broad St. 
DENVER 2, COLO. 

721 Boston Bidg. 


DES MOINES 9, IOWA 

408 Hubbell Bidg. 
HELENA, MONT. 

Mezzanine—Piacer Hote/ 
HONOLULU 13, HAWAII 

688 Alexander Young Bidg. 
INDIANAPOLIS 4, IND. 

612 Merchants Bank Bidg. 
KANSAS CITY 6, MO. 

811 Home Savings Bidg. 
LANSING 8, MICH. 

2108 Michigan National Tower 
LOS ANGELES 17, CALIF. 

816 West Fifth St. 
LOUISVILLE 2, KY. 

805 Commonwealth Bidg. 
MEMPHIS 3, TENN. 

815 Falls Bidg. 


MILWAUKEE 2, WIS. 

735 North Water St. 
MINNEAPOLIS 2, MINN. 

1490 Northwestern Bank Bidg. 
NEW ORLEANS 12, LA. 

611 Gravier St. 
NEW YORK 17, N.Y. 

250 Park Ave. 
OKLAHOMA CITY 2, OKLA. 

1308 First National Bidg. 
OMAHA 2, NEB. 

720 City National Bank Bidg. 
ORLANDO, FLA. 

1612 East Colonial Drive 
PHILADELPHIA 2, PA. 

1528 Wainut St. 
PHOENIX, ARIZONA 

2727 North Central Avenue 


PORTLAND 3, MAINE 

142 High St. 
RICHMOND 19, VA. 

1401 State Planters Bank Bidg. 
ST. LOUIS 1, MO. 

913 Syndicate Trust Bidg. 
SALT LAKE CITY 11, UTAH 

425 Newhouse Bidg. 
SEATTLE 1, WASH. 

903 Seaboard Bidg. 
TRENTON 8, N.J. 

234 West State St. 
WASHINGTON 4, D.c. 

837 National Press Bidg. 
Canada 
(British Columbia only) 
VANCOUVER, B.C. 

1687 West Broadway 


PORTLAND CEMENT ASSOCIATION A national organization to improve and extend the uses of concrete 
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Big City—1980 


by Wolf Von Eckardt 


> Producer Thomas H. Wolf has launched “To- 
morrow,” his exciting television reports on scien- 
tific developments on the CBS network, because he 
believes that in a world shaped more by technology 
than by nature, “science is much too important a 
thing to be left to the scientists.” Watching the 
second show in the series, a thoughtful look at the 
building of Brasilia and re-building of Phila- 
delphia, confirmed my belief that his paraphrase 
of Talleyrand’s (or was it Clemenceau’s?) famous 
comment on war and generals also applies to build- 
ing new cities and architects. 

But before I further pursue this heretic thought, 
let me report, in case you missed this program last 
November 21, that “Big City—1980” was tele- 
vision at its very best. The top TV talent who pre- 
sented the show—from cameramen, musician, 
script writer and vaudeville comedians to its star 
Garry Moore—never dominated it. Instead, they 
served extremely well and almost humbly to 
dramatize a most serious and important subject 
intelligently discussed by MIT deans John E. 
Burchard (School of Humanities and Social Sci- 
ences) and Pietro Belluschi (School of Architec- 
ture) and Philadelphia Planning Commission 
Chairman Edmund Bacon. Here, at last, was a 
television performance which without doubt ad- 
vanced public understanding and appreciation of 
the art, science and profession of architecture. 
There was, probably wholly accidentally, a sym- 
bolism in two brief film sequences from a flying 
airplane which, to me, justifies the choice of these 
two examples: The approach to Philadelphia 
across the man-made jungle of our Eastern sea- 
board bore a frightening resemblance to the 
equally endless and monotonous wilderness sur- 
rounding Brasilia. But camera and comment dealt 
kindly, perhaps a bit too kindly, with both, the 
Caesarean birth of Brasilia and the cancer surgery 
on downtown Philadelphia. 


The reasons for Brasilia, the “instant city” as 
Garry Moore called it, were plausibly explained. 
There are all kinds of riches in those jungles which 
will never be exploited unless civilization radiates 
from a new, dynamic center in the country’s in- 
terior. To create this center, President Juscelino 
Kubitschek had to move fast and irrevocably com- 
mit his nation. To make it dynamic he had to 
rouse the emotions if not enthusiasm of his people 
with appealing symbols rather than functional 
buildings. In this his architect, Oscar Niemeyer, 
succeeded admirably. 

Garry Moore’s questions of Deans Burchard 
and Belluschi brought all this out in an almost 
spontaneous sounding, conversational way. Nie- 
meyer’s sculptural architecture came alive on the 
screen. Costa’s grandiose urban superhighways 
must have gladdened the hearts of all traffic engi- 
neers and not a few commuters in the audience. 
But what about the deadly monotony of the super- 
block apartments? the chilly vastness of this sur- 
realist cityscape? the squalor of the shanty town 
which may not be so temporary, after all, now that 
the roads are being paved? These things, were only 
politely hinted at. And yet, I doubt that the audi- 
ence missed the impact of the flat, anti-septic 
flavor of this instant city—a city where planner 
and architect have almost divine power. 

The TV screen seemed to warm up as the show 
moved to Philadelphia. Here, too, is a grandiose 
effort, large scale planning. But here we were 
shown not happy Brazilian children, but elderly 
Americans with all their foibles including that of 
bitter opposition to the noblest plans of experts 
Unimpressed by the scale models and pretty ren- 
derings, housewives and small merchants, some 
with foreign accents, protested relocation and the 
destruction of their homes for the sake of park- 
ing spaces or new superblocks. One lady, God 
bless her, even publicly professed her disdain of 
supermarkets. But Ed Bacon’s charm and enthu- 
siasm in telling of his city’s already accomplished 
renewal and daring plans was equalled by his 
kindly tolerance of those who disturb his dreams. 
He'll never admit it, but I suspect he may be 
secretly glad that no Kubitschek endows him with 
all-mighty powers. For building a city is much too 
serious. . . . At any rate, I prefer cities that grow 
to those ordained by solitary master minds. As 
Louis Kahn put it to Garry Moore when he joined 
the program for a moment, there is comfort and 
liveability in “the wonder of complexity.” < 
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It's a new gray Quarry Tile 
with a depth of tone new to the 
quarry tile field. Fawn Gray is a 
warm color with a handsome, earthy 
overtone, giving heavy-duty floors a 
striking visual effect. 


You can depend on Murray... 
The exclusive quality features that 
Murray tile provides —tighter-bond- 
ing V-Bak" design, plus a high de- 
gree of uniformity of size and color 
and a smoother surface —assure bet- 


Quarry Tile ter looking, lower cost installations. 


Fawn Gray is now available in 6” x 6” x '4" 


by mwrrey size. Other sizes on special order. 


TILE COMPANY, INC. 


110 Melanie Drive, Lewisport, Ky. 
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= WRITE FOR complete information about the full line of Murray Quarry Tile — . = 
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